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SUP ERange... the only 


completely convertible 

automatic range top 

in commercial cooking 
history! 
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@ That's how one Hotpoint 
SUPERange does the work of 
two ordinary ranges! Any or all 
of SUPERange’s three surface 
sections can be converted at the 
turn of a dial from accurately 
controlled, low-heat griddling 
to high-powered, high-heat hot- 
plate work. Because of this amaz- 
ing flexibility, the SUPERange 
can meet any combination of 
cooking demands... around the 


NOW IT’S A GRIDDLE... 
NOW IT’S A HOTPLATE! 


<a » Everybody's Pointing to 














clock ... around the menu. 
Only the MODERN Hotpoint 
Method provides the precision 
heat control that makes this per- 
formance possible . . . for only 
Hotpoint has developed RECIPE 
ROBOTROL, dial-measured regu- 
lation of surface temperatures 
from 250° to 800°... that en- 
ables any chef to measure heat as 
accurately as he does other in- 
gredients. Now for the first time, 
you can work .out exact recipes 
for surface cooking .. . that can 
be followed easily ... exactly... 


A DIVISION OF 
GENERAL ELECTRIC COMPANY 


ALL-ELECTRIC 


peng, 
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and with the superb results that 
you get, every time, only with the 
Hotpoint SUPERange. 

Inside, as well, Hotpoint 
SUPERange sets new perform- 
ance standards! The exclusive 
Hotpoint Air-cushion Oven Deck 
means more rapid temperature 
adjustment, more even heat, and 
easier Cleaning . . . better all- 
round results in both baking and 
roasting. It all adds up to more 
profitable operation for every 
restaurant man and finer 
foods for every customer. 


HOTPOINT CO., Commercial Equipment Dept. 
229 South Seeley Ave., Chicago 172, lil. 


Please send literature on how I can save money 
and increase profits with the famous Hotpoint 
Glamour Line. 
NAME 
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D-251 
Piston Damper 
Operator 





V-152 Water Valve | 


for Air-Conditioning ait 
Units j ) 


T-271 Heating-Cooling 
Thermostat for Air 
Conditioning Units 


1-900 Master 

Thermostat 
V-107 Three-Woy 
Mixing Valve 


T-901 Submaster 
Thermostat 
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Comfort - Economy - Safety 


Le Bonheur Children’s Hospital, Memphis, Tenn. J. Frazer Smith, Inc., 
Architects and Engineers, Memphis. S. L. Burns, Jr., Associated Engineer, 
Memphis. Poe Piping & Heating Co., Mechanical Contractors, Greenville, S.C. 


Le Bonheur Children’s Hospital in Memphis is truly one of the nation’s most out- 
standing hospitals. This thoroughly modern, 128-bed facility, designed exclusively 
for the care of children, is completely air conditioned, 

Here, 212 Johnson T-271 Heating-Cooling Thermostats operate Johnson V-152 
Valves on the hot and cold water supply to individual room air conditioning units, 
to secure just the right heating or cooling effect. 

A Johnson T-403 Room Thermostat and an H-103 Room Humidostat, in each 
of five operating rooms, operate valves, dampers and humidifiers in unit air condi 
tioners to maintain constant temperature and humidity conditions. 

Three central-fan air conditioning systems serve the cafeteria, amphitheatre, and 
administration sections. Johnson T-432 Heating-Cooling Room Thermostats operate 
face and by-pass dampers to maintain year-round comfort conditions, 

Johnson Control throughout the entire hospital means greater comfort and 
faster recovery for patients, permits personnel to concentrate on technical duties 
and insures the greatest return on every dollar spent for heating and cooling. 
Moreover, it simplifies the entire operation. A single switch at a central point ae- 
complishes the seasonal change from “heating” to “cooling.” 

Above all, Johnson Control meets the most exacting hospital safety requirements, 
Pneumatically operated, it is always safe, even where there are explosive anesthetic 
gases. When Johnson Humidity Control is employed, it guards against the dangers 
of static electricity. 

Whether your problem involves the regulation of temperatures and humidities 
in a single operating room or an entire hospital, call a Johnson engineer from a 


nearby Branch Office. His advice is yours for the asking. JOHNSON SERVICI 
COMPANY, Milwaukee 2, Wisconsin, Direct Branches in Principal Cities. 


JOHNSON . date matte de mn fre rate and 
Ati Condilte wMOnYG CONTROL 
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lor Blood-Butlding Power 
in the Anemias 


: 7 : ; 
Pulvules “Reticulex” provide potent oral therapy for all 
anemias Which will respond to known therapeutic measures. 
hach pulvule contains: 
Liver-Stomach Concentrate, Lilly 100 me. 
Vitamin By. (Activity Equivalent) 10 meg. 
Ferrous Sulfate, Anhydrous 200mg. 
Ascorbic Acid 50 me. 


Folie Acid Paks canes . O33 meg. 


For pernicious anemia: Physicians prescribe 2) pulvules 
three times a day to start, then adjust dosage to main- 
tain a normal blood picture. 


bor other anemias: | or 2 pulvules three times a day. 


kli Lilly and Company 


Indianapolis 6, Indiana, U.S.A 


2 
, Lilly 


Contains therapeutic quantities of 


PULVULES all the known antianemia principles. 


\ 


Reticulex 


(LIVER, Bio, IRON, AND VITAMINS, LILLY) 
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Paul J. Gordon ts assistant prolk 
York State Schoo! ol Industr 


Relations at Cornell | 


this magazine (p. 71) is based on a study 


three central New Yor he pitals Lhe princi 
emphas ol the st ily Wa ) ryanization 
relauionshy idministrats problems, and 


sonnel administration In tl ; three 
) | | Paul J. Gordon 
Prot. Gordon has conduc 


number of hospital conterence sponsored by the school in coopera 


tion with the American Hospital Association and the Central New 


York Regional Ho pital Council. His previous employment include 


five years with the Standard Oul (N.J.) in wage and salary. en 
ment ind training assignment in the United States and South 
\merica, and two years in the department store field. Prot, Gordon 
holds i bachelor cle yree in busine $s administration Irom the Co 


ot the City of New York and a master’s degree in business admin 
istration from Cornell, and he is now completing additional work 


it the Maxwell Graduate School at Syracuse 


Janette C. Carlsen, author of the article on tood 


portion control mn 
page 120, is dietitian in charge at the Johns Hopkins Hospital, Balt 
more Miss Carlsen ts a graduate of Kansas State College, Manhat 
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Hopkins School of Hygiene and Public Health \fter serving her 
dietetic internshiy s Hopkins, she became an instructor in 
climical nutrition at e school of nut iy there and has been suc 
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pial ind ince 194 dietitian in charye 


Louis C. Brown is administrator of the Hamil 
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low 1. 2 position he ha held lor the ist two 
years. Mr. Brown ts a graduate of the hospital 


idministration course, Washington University, 


St. Lour He served his administrative resi — 

dency at the State University of Lowa Hospital, 4 -& 

lowa City. Betore serving with the U.S. Navy o 

in’ World War Il, Mr. Brown was a member Louis C. Brown 

ot the staff in the business department of Doctors Hospital, Wash 
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tron ay t licensed practitioner of any recognized schoo ppear 
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ow available 


for civilian use!.. 


Gentran 
(DEXTRAN) 


SOLUTION 


an effective, proven plasma 
volume expander for use 
in the treatment of shock 





Gentran 


SOLUTION 


Gentran is a clinically effective and 
safe plasma volume expander designed 
for the prevention and treatment of shock 
due to hemorrhage, burns, surgical pro- 
cedures, and other conditions. Prepared 
for intravenous infusion, it is a sterile, 
nonpyrogenic 694 w/v solution of dex- 
tran in saline. 

. .. does not interfere with typing or 
cross-matching .. . requires no refrigera- 
tion... is liquid at ordinary temperatures 
... available to your hospital... 500 ce. 
containers ... easily administered with 


standard Plexitron solution set... 


* trade name 


products of 


BAXTER LABORATORIES, INC. 


Morton Grove, Illinois * Cleveland, Mississippi 
DISTRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE ROCKIES (except in the city of El Paso, Texas) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES + EVANSTON, ILLINOIS 
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Roving Kyootter 


Forest Glen Rebuilds War-Torn Bodies 


One of the armys uniqu 
C1Ons 
Walter 


Center s seclude 


Forest Glen, Md 
World W 
beginning t 


Army 


in January. It ts 
Medical 
innex 
When the first 
ualtre 


to Walter Reed 
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wcrte 


SAINT JOSEPH'S HOSPITAL 


Hazleton, Penna 
GEO. E. YUNDT 
Architect and Engineer 


3 Kewonees, 125 Ibs wp 


installed by GEO. F. DeLALLO 


Suawng Aome ana undusty 


+ CHUECH SEATS A watt ThE 


AN STAND AGO + AMERICAN MOWER 


celebrated its tenth birthday late 
Reed 


uburban 


rchased the 18 cre Site O€ 
Park 


we althy 


installa inmy pu 


by National 
school for 


College, a 

Army p young 
ladies 

For its 1944 


opening, the army 


transformed the 70 college buildings 
of varied architecture into the nucleus 


of a convalescent hospital for its am 


More ENGINEERING 
More MATERIAL 
More EXPerience 


MAKE THE DIFFERENCE 


WAIN 


STEEL BOILERS 


Kewanee Boilers could not have led their field 
continually for more than 80 years if they 

were not different. And that difference is the 
extra amount of engineering, material, 

labor and experience which goes into every 
Kewanee product. 


Hospitals of today require more from their 
heating systems. Exposed to winds from every 
direction... as is Saint Joseph's, Hazleton, 
Penna. .. . the boiler room is called on continually 


for additional steam 

Hospitals also must have high pressure steam for 
sterilizing, kitchen and laundry equipment. Both 
requirements can be met dependably and economi- 
cally with Kewanee Heavy Duty Boilers. 
KEWANEE-ROSS CORPORATION 


fa ® A J 


KEWANEE, ILLINOIS 


+ OETROIT CONTHOLE «© KEWANEE HOMERS + 8OSS ExCHANOERS 


lomy this the 
at its Washing 


ton section for patients needing con 


bulatory patients. By 


irmy freed bed space 


stant medical attention 

The natural beauty of Forest Glen 
its rolling hills, woods, streams, quiet 
surroundings, and Old World atmos 
to provide an ideal 


phere combine 


environment for rebuilding war shat- 
tered nerves and bodies 

Vast 
tion during the past few years under 
Paul H 
commanding general ot Wal 
Medical 


installation into 


improvement ind reorpaniza 


the command of Maj. Gen 
Streit 
ter Reed 


turned this 


Army Center, has 
much 
more than a convalescent hospital. It 
now has all the services found in a 
small Community 

tound 
bulatory section, stressing occupational 


phy SIC al 


Here are t reorganized am 


therapy therapy, and physi 


| i 
cal reconditioning of army and_ air 


force patients; the army's first school 


tor the training of practical nurses; 
the audiology and speech correction 
center, the only military medical in 
stallation of its kind in the world, and 
the prosthetics research laboratory 


At the 


rection center 


audiology and speech cor 
patients are tested for 
extent of hearing loss, are fitted with 
devices available, 


the latest hearing 


} 


ind are given aural rehabilitation 


Those with speech difficulties are 


taught to speak again. The center has 
a fully equipped laboratory for fabri 
cating hearing and ear inserts 
Workers at the prosthetics research 
laboratory are engaged in fundamental 
research and the development and test 
ing of prosthetics devices. Among 
achievements credited to the laboratory 
are the development of a mechanical 
hand which achieves from 40 to 60 
per cent of the efficiency of a human 
cosmctcic worn 


hand; a glove to be 


over the mechanical hand that is tinted 


skin 


its amazingly life 


to match the individual's tones 


and is noted for 
like appearance, and the voluntary 
closing hook, which provides arm am 
putees with vreater degree of ver 
satility 

The architecture of Forest Glen ts 
amazing. The main 
back to 1890, was 


horel 


little short of 


building, dating 


once a luxurious named Ye 


Forest Inn Typical of the ornate 


magnificence of the period, it has a 


three-tiered ballroom with — stained 


glass windows and an open beamed 
root 70 teet above the floor. The Red 
ballroom as a 


Cross now uses the 


recreation lounge for patients 4 
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NOW -. PLASTER THAT 
STAYS FRESHER LONGER 





longer life span of fresh Seamless Pro-Cap. Write for 

copies of published medical papers. 

Write for a FREE Sample 
Prove fresh Seamless Pro-Cap to your complete satis- 
; ; faction. Use part of the roll now. Put it away for weeks, 
The long-life rubber adhesive mass used in Seam- months. Use it again. You'll know what we mean by 
— " ‘an jo om arciuaive ati — > ye 2 99 . . . : 
less Pro-Cap is an exclusive formulation unlike any other built-in” freshness. Fresh Seamless Pro-Cap is sold 
used in ordinary plasters. Strict controls assure uniformity exclusively through selected Surgical Supply Dealers 
from roll to roll. It is guaranteed fresh. Fresh when you and is available in either Regular or Service Weight. 
buy it. Fresh when you use it. Fresh long after ordinary 
tapes have dried out. Fresh because Pro-Cap freshness 
is built into the adhesive mass. 


A Complete Line of 
Surgical Dressings 
All-Gauze, Cotton- Filled and 


Fresh Seamless Pro-Cap sticks on contact. Applied over 
long periods of time it will not slip or creep—requires 
virtually no “clean-up” after removal. 


The effective action of the fatty acid salts, zinc propio- 


nate and zinc caprylate, has been extended over the 


. 4, April 1953 


X-Ray Detectable Sponges « 
Hundred Yard Gauze « Bandage 
Rolls « Cotton Balls « Com- 
bination Padding « Abdominal 
Packs « Face Masks « Operating 
Room Caps « Cotton « Sterile 
packaged items for doctors’ 
offices and industrial clinics. 





irchways lend the charm will be placed in an isolated section 


j 
A of Forest Glen and will further en 


Cherry fireplace mantel 


the main entrance hall and a mut ld Europe to the surroundings 


which hance the research and training work 


hand-Carve 


ror, which covers an entire wall from yeal ld Italian fountain 
floor, came from the White once ad 1 rl ilace of a Venetian that is being done by the army's only 


celling t Mf 
House luring President Theodore prince 
Roosevelt's term of office tion building entrance 


Small buildings—formerly sorority A set of musical chimes, which cost 


idds beauty to the administra graduate school for doctors, veterin 
irians and dentists 


1 


houses—are used as officers’ quarters the seminary around $12,000, ts played 
The buildings range in architectural every Sunday from the bell tower in Hospitals Get Out the Vote 


lesign from Chinese pagoda to Swiss front of the main building Eisenhower & Others are attempt 


I} b 


1 


chalet or Spanish mission Construction of several new build ing to Carry out the promises made in 


Winding walks, bordered with box ings 1s contemplated for use the last year's elections. Meantime in sev 


wood and holly, twist between the umy medical service graduate school eral state legislatures a bill lies in 


buildings. The white Grecian columns nother component of Walter Reed committee that would provide absentee 
of the yymnasium and the irrets Army Medical Center. The buildings ballots for hospital patients and other 
ill and physically disabled persons un 
ible to cast their votes in person 
Missouri is believed to be the first 
state in the Union to have passed such 
a bill, and in last fall's elections the 
St. Louis Blue Cross Plan put on a 
campaign to encourage hospital vot 
ing. In this campaign the Blue Cross 
won the support of St. Louis hospitals 
and other outlying hospitals served by 
the St. Louis plan 
The chief device was a tray card 
furnished by the Blue Cross, inform 
ing each patient of voting age that 
he could vote and to ask his nurse for 
details 
Upon request, the patient was given 
a special form to fill out requesting 
an official ballot. This form was pre 
pared by Blue Cross with the approval 
of the local board of election commis 
sioners and was declared standard and 
legal for all of Missouri. The form 
had to be signed by the patient's physi 
cian, who gave the reason the person 
would be unable to vote at his regular 
polling place 
It was the hospitals’ job to send 
requests for ballot forms to the proper 
election office, which, in turn, sent an 
absentee ballot for each patient re 
questing one. The ballot had to be 
HOW TO CUT HIGH INSURANCE COSTS signed in the presence of a notary 
public Each hospital had — several 


You can make big savings in your annual FIRE 

insurance premiums, and improve your prop notaries and one would be sent to the 
: manent FIRE protection by in- 

ee eo Rector patient's bedside to witness the ballot 
stalling GLOBE Automatic Sprinklers. Act now 


to make these savings... ask our nearest office Notarized ballots were then sent back 


for details. to the election office and were counted 


GLOBE AUTOMATIC SPRINKLER CO. in the general election. Several thou 
NEW YORK... CHICAGO... PHI hpi sand votes were thus added to the 
eaeclacneness Caen Missouri total Both hospitals and 
Blue Cross considered they had done 
a good public relations job by encour 
UK aging patients to vote 
The Blue Cross also ran a simul 
taneous campaign to encourage per 
sons who knew they would be hos 
pitalized at election time, such as 
maternity patients, to go to their local 


election ofhce and vote St. Louis 
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complete range 
of injectables 
for all methods 


of parenteral use 


Penieillin 


Formulated for easy syringeability, full 


Pfizer 


potency, maximum convenience in ad- 

niinistration. 

Pfizer penicillin injectables include: 
Pronapen* 


(procaine penicillin and sodium 

penicillin combined 

Penicillin G Procaine Crystalline 

in Aqueous Suspension 

Penicillin G Potassium Crystalline 

Penicillin G Procaine Crystalline in 0 

with Aluminum Monostearate 

Penicillin G Procaine Crystalline 

for Aqueous Injection 
Also, available in time-saving Steraject* 
single-dose disposable cartridges requiring 
no reconstitution: 

Penicillin G Procaine Crystalline in 

Acveous Suspension 

300,000 units, 600,000 units 

and (exclusive) 1,000,000 units 


Permapen* Aqueous Suspension 
(dibenzylethylenediamine dipenicillin G) 
600,000 units (demonstrable blood 
levels up to 14 days!) 


Phe ay 
> * . . . . . . . 
/ L20OT! a wide variely of antibiotics for every hospital use 
e 


TERRAMYCIN’ 

HAS PFIZER & CO aiceonepigtchggll 

MAGNAMYCIN® 
ViOCIN" (NEW 
PENICILLIN 
STREPTOMYCIN 
DIHYDROSTREPTOMYCIN 
POLYMYXIN 
BACITRACIN 
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Dishwashing 


COSTS! 


MORE and more hospitals 
are saving money in 
their main and diet kitchens 
by using specially designed 
Oakite dishwashing deter- 
gents 
Scientific Oakite materials 
and methods cut dishwash 
ing costs way down because, 
while turning out sparkling, 
film-free dishware, they:— 


@ Assure uninterrupted operation 
of dishwashing machines. Elim 
inate equipment downtime de 


scaling walls and spray-nozzles 
Keep power costs at a minimum 


Provide maximum results with 


a minimum of material 


For BEST Results 
Choose Washing Powders 
With GREAT Care! 


For best dishwashing results 
certain factors influence final 
selection of material: Hard 
ness of local water. Type 
and condition of equipment 
Kind and quantity of soils. 
Best way to select a deter 
gent capable of meeting 
every requirement, is to call 
in your nearby Oakite Tech 
nical Service Representative. 
He is familiar with all types 
of washing machines and 
local conditions affecting 
them. He'll be happy to 
make all necessary tests 

suggest the material that 
suits you best. Call him to 
day! There's no obligation 
Write for FREE Booklet 
describing 63 sanitation and 
maintenance cleaning tips. 
Oakite Products, Inc., 18A 
Rector St., New York 6,N. Y 
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Plats . METHODS * 


Techmcal Service Representatives Located in 


Principal Cities of United States and Canada 


lue Cross plans 
may wish t copy tne Missouri tactics 
when absentee ballots for the ill are 


legalized in their own ates 


Their Goal Is 1,000,000 


When you hear teen-agers lumped 
together as hot-rod drivers, vandals 
ind throwers of beer parties, turn the 
attention of their adult critics to the 
high school students of Woodruff 
Wis. There are only 130 of them in 
this town of 400 in the northern part 
of the state 

Last November | in Teacher Otto 
Burich’s 
Vitae W oodruft High School the Stu 


geometry class at 


Circular Plan 
Sirs 

I was very interested in the article 
regarding the circular hospital plan 
shown on page 51 of your August 
1952 issue. I am herewith enclosing 
two sets of photostat copies of a series 
of studies that our office completed 
which showed the feasibility, from a 


planning angle, for the construction 


nts were discussing money raising 
stunts, and the young people decided 
to put on a drive for 1,000,000 pen 
nies with the new Lakeland Memorial 
Hospital in Woodruff as the benefac 
tion 

Their ambitious project won head 
lines and now pennies are coming in 
in packages and jars from everywhere 
in America and abroad 

Checks also have arrived from 38 
states and from 11 toreign countries 
By the end of February the students 
had 700,000 pennies. Excitement 1s 
mounting with the pennies 

The students hope to reach their 
goal by Memorial Day If so, the 
new hospital will be the richer by 
$10,000. Construction 1s going on at 


present 


eader Opinion 


of a hospital on the circular plan 
You will note that we found it more 
workable and economical to limit the 
circular form for the ancillary facilities 
and a supplemental form, portions of 
which are rectangular, for the nursing 
units 

Russell G deLappe & Associates 
Berkeley, Calif 


Plan and perspective showing how a 
circular plan can be adapted. The ancil- 
lary services are in the circle; the nurs- 
ing units are in the supplemental wings. 
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e 
MNfinutos...rxaoy FOR NEXT PATIENT 


Blickman stainless steel equipment with seamless, round-corner 
construction, speeds service in Hydrotherapy Department 


@ This stainless steel underwater treatment tank can be thoroughly cleaned and 
made ready for the next patient in a matter of minutes. All surfaces are smooth and 
continuous. There are no seams, crevices or joints of any kind. The highly polished 
stainless steel reduces adhesion of dirt and grime. Cleaning takes far less time and 
effort, because all corners and intersections are fully rounded. Complete asepsis is 
attained with a minimum of labor. This means that you save money every day you 
use this long-lasting unit. That’s why so many leading hospitals have standardized 
upon Blickman-Built hydrotherapy and physiotherapy equipment in sanitary stain- 


less steel. We invite you, too, to investigate and compare, before you buy. 


ABBOTT Model |-Beam Hoist of all 
stainless steel remains free of rust gy 
and corrosion, no matter how much 
hot, moist steam arises from the 
hyrotherapy tank 


HOT SPRINGS Model Underwater 
Treatment Tank—as used in 
St. Mary’s Hospital, E. St. Louis, III 
Designed for ready access to all 
parts of patient's body. After each 
treatment, tank is drained, scrubbed 
and brushed with surgical soap > 
Cleaning is easy because of the 
polished stainless steel surfaces and 
the round-corner construction. Aer 
ators circulate water through pres- 
sure action, not by electrical means 
Danger of shock is eliminated 


Below, left to right: HARVEY Model 
Stainless Steel Arm Bath permits 
patients to tolerate higher water 
temperatures as air is introduced 

to give swirling motion. RADCLIFFE 
Model stainless steel leg bath pro 
vides a whirlpool action proved W 
efficacious in treating local areas 

to stimulate circulation 


OTHER BLICKMAN-BUILT HYDROTHERAPY AND 
PHYSIOTHERAPY UNITS IN STAINLESS STEEL - Sead t e ' 6-nYC 
t ° 
Sitz Baths @ Foot Baths @ Electric Bath Cabinets aie ays s o9 
7 describing and illustrating more 
Straddle Stands @ Contrast leg and Arm Baths than O0 diblavand Nein ak akiless 
Flow Tubs @ Fomentation Sinks @ Control Tables 
: 7 steel equipment for Hydrotherapy 
Showers @ Irrigation, Shampoo and Pack Tables “ d PI 
a : anc \ysiotherapy Departments 
Utility Stands @ Hampers @ Chairs @ Stools 


' New England Branch 
S. Blickman, Inc., 1504 Gregory Ave., Weehawken, N. J. 845 Park Sq. Bldg., Boston 16, Mass 





a nn 


“gs, Blickman-Buil 


, Hospital Egup mond 


You are welcome to our exhibit at the Middle Atlantic Hospital Assembly, Convention Hall, Atlantic City, N. J., Booths No. 101, 103, May 
20-22, and to the Catholic Hospital Association Convention, Kansas City, Missouri, Booths No. 701, 703, May 25-28 
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That January Issue 
srs 
The editorial on the televised show 
from Denver ( January 19 is lovely 
simplicity and truth 
Ihe round table discussion on 
Doctors Will Hel; You Cut Costs 
bears directly on a subject I have very 
with 


much in mind in old subject 


brand new meaning integration 
Everything | know and think makes 
me feel that only through the inte 
yration of ideas and opinions and ex 


periences can doctors, administrators 


nurses il, meet the lemands of to 


OLLAcCHEA 
“| 
fill the bill for every type of 


and manufactured with 


lay. Everett Jomes says, the 


veneration of doctors is looking less 


ind Jess upon nurses as their servants 


ind is treating them more like 
mates Yea verily 
ing my fool head off 
thew responsibiity 


nurses re ilize 


leveloping new 


ways of sharing. I cannot 
integration and 
Dr. Hawley’s 


piece on the accreditation program « 


brave 


serves honorable mention, too 


for Dr. Crosby's lunch if he will give 


me a bit of time to teach me 


BEHIND 

THE BLIND 
THAT'S 
IMPORTANT... 


Rolla-Head, all metal venetian 


blinds, custom-made to your specifications, 


installation. Pioneered by Eastern 


Eastern equipment and processes 


by local manufacturers everywhere, Rolla-Head is quality controlled 


from precision-built tilting gear to streamlined tape clips. 


Ideal for commercial installations because of initial low 


cost plus lowest possible maintenance cost (snap-in hardware can 
be replaced without use of tools). For complete data see 
Eastern’s 16-page catalog in the 1953 Sweet’s File. For 


complete satisfaction . . 


. specify Rolla-Head. 


Custom-made by independent venetian blind manufacturers everywhere. 


THE EASTERN MACHINE PRODUCTS CO. 


GENERAL OFFICES & PLANT. 1601 WICOMICO ST. BALTIMORE 30, MD 


1486 Lakewood Ave., $.E., Atianta, Ga 


111 Ronald Ave., Toronto, Can 


1130-36 W. 37th St., Chicago, Ill 
577 E. Pender St., Vancouver, 8. C 


newer! 


ream 
It's why I'm work 


trying to make 
attitudes and new 
reconcile 
signed contracts 
diplomatic 


I'll pay 


more 


about that program. It seems to have 


real promise. I want to know where 
nursing comes in on tt 

There's another article I like very 
much: Sister Mary Anthony's on teach 
ing students. She's really out to de 
velop nurses—nurses who know what 
sick people are like, what it takes to 
help them get and keep well, nurses 
who know how to work with others 
with a vested interest, too, in patients 
I'm so fed up with lofty, nose-in-the 
air efforts in some quarters to develop 
super-nurses who will nurse “through 
kind ot 
sound, fair teaching goes to my heart 
Sister Mary An 


thony plays so fair with the students! 


others, that this straight, 


as well as my head 


And in the end that means playing 
fair with the patients 
Janet M. Geitster, R.N 


Chicago 


Storm Over Danbury 
Sirs 

Troubles at Great Neck and Dan 
bury prove to me that much trouble 


and real heartaches would be elim 
inated in this and other fields if people 
would sit down and talk to each other 
The joint conference committee of the 
board of trustees and the medical staff 
is part of the answer toward solving 
tensions between these groups in the 


hospital We 


here a year 


schedule our meetings 
ahead. Too many times 
intentions to have meetings are never 
realized and it gets to be too late 

The story “Storm over Danbury” ts 


Will this be printed 
many 


classy reporting 
in pamphlet form? There are 
powerful lessons in this 

Hal G. Perrin 
Bishop Clarkson Memorial Hospital 


Omaha, Neb 


Inimical or Constructive? 
Sirs 
I have read the 


most interesting 


Storm Over Danbury,” in the 


MODERN Hos 


article, 
February issue of The 
PITAL and my 
inimical to the public welfare rather 


reaction is that it 1s 


than constructive 

Promotion by all concerned in every 
possible way of the acceptance of re 
sponsibility by our governing boards 
tor the quality of professional care in 
our hospitals will, in my opinion, prove 
of great benefit to those who use them 
It appears that the subject article 1s 
biased and may have the opposite 
eftect 

D. Jettries 

Oak Ridge Hospital 
Oak Ridge 


Tenn 
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CLEAR GLASS BARRELS 


assure longer life for 


your syringes 


A unique B-D molding process eliminates the grinding of syringe barrels 
previously needed to achieve required fit. Clear glass, unground barrels 
assure 
The microscopically smooth, unground surface of the clear 
glass barrel virtually eliminates friction between barrel and plunger. 
The protective skin of the molded glass barrel remains 
intact, assuring less erosion during cleaning and sterilization. 
Because they have not been weakened by grinding, 
clear glass barrels materially reduce breakage 
tips further prolong the life of B-D Syringes by minimizing tip 
breakage. At the same time, LUER-LOK tips prevent needles from jumping 
off syringes. 
Syringes have clear glass, molded barrels, and are sup- 
plied with either LUER-LOK or Luer Metal tips 


in the special HOSPITAL PACKAGE, you save $12.00 per gross 
on your DYNAFIT Syringes: 


LUER-LOK Metal Luer Tip List Price 
Cat. No. Cat. No. Per Dozen 


H2DL H2DM 
H5DL H5DM 
HIODL H10DM 


Subject To Your Usual Hospital Discount 


Available only in units of 3 dozen of one size and type 
to a package 


B-D, LUER-LOK and DYNAFIT, TM. Reg. U. S. Pat. Off 


BecTON, DICKINSON AND COMPANY 
RUTHERFORD, N. J. 





Beautiful, greaseproof Flexachrome 1 


Ermployvee Cafeteria of 


and ¢ 


used in thi 
arhide 


Union ¢ irbon Company 


SEO 
i 


| TODAY 'S SPECIALS 


a=] 
Tigges 


Got the Special on Heeutg 


=) ey ..Flexachrome saves money all along the line! 


/ 4 


your 
Vinyl 


and every day, for 


.is Flexachrome* 


The special for today 
cafeteria flooring needs 


Plastic-Asbestos Tile! 


ultimate in 
with 


the 
always a favorite 
and durability 


Smart-looking Flexachrome is 
and is 
Combines beauty 


minimum maintenance 


composition tile 
the management 
with moderate initial cost, 


and long service life 


Flexachrome has a lustrous, tight-textured surface, 
satin-smooth finish. Its rich colors are light and clear 
all the through. And have over two 
dozen natural-looking beauties to choose from! 


Way you 


As for wear, resilient Flexachrome will take all that 


traffic can give Provides excellent footing, no 


waxing is ever necessary 


Oils, fats, acids and alkalies aren’t able to bite into 
Flexachrome or mar it. Stains just wipe off. 

listed in the classi- 
to show you 


Ask your Tile-Tex* Contractor, 
fied pages of your telephone directory, 
how quickly and economically old, worn floors can 
be replaced with beautiful, long-lasting Flexachrome. 
THE TILE-TEXx Division, The Flintkote Com- 
pany, 1234 McKinley Street, Chicago Heights, 
Illinois 

Division, The Flintkote Com- 
18 Terminal Annex, Los Angeles 


Tile-Tex—Pioneer 
pany, P. O. Box 22 
54, Calif. 

The Flintkote Company of Canada, 
Street, Long Branch, Toronto, Canada 


The Flintkote Cx« 


Ltd., 30th 


*Registered Trademark, ym pan 


TILE-TEX...Complete Flooring Service 
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PRODUCT QUALITY. soi_-A-WaAyY. for mechan 


i¢ il dishw wshing under adve rse conditions Isa 


cal example of a top quality compound cd 


for a specific use. Contains special pols 
which prevent tlm forming on china 
Detergent-action removes soil from 


the clean, bright, sanitized! 


BETTER RESULTS because of automatic control 
with the G-3 ELECTRONIC DISPENSER! New 
scientific dispenser automatically tests wash wa 
ter concentration and adds just the right amount 
of compound when wash solution becomes di 
luted. Eliminates 


best dishwashing results at lowest cost! 


vuesswork and waste Assures 





AX SERVICE. Periodic service on how to 

t the best results from your equipment A 
nation-wide staff of capable Kitchen-Engineers 
tands back of every product re icy to help boost 
your dishroom efliciency. They are thoroughly 


trained in all phases of dishwashing. 


SOILAX C + SOILMAS ts L.-A-WAY ¢ SATINITI 





* TR TROX + GLASS 


PERSONNEL TRAINING. Here's on-the-job in 
struction that keeps your dishwashing crew on 
their toes and your dishroom running smoot}ily 
Complete reports on your dish department keep 
It's another 


Kconomics Laboratory exclusive service! 


you up to date and prevent wast 


MAGIC «© PAN DANDY © SILVA-DRY 





Dependable, Economical Refrigeration for every hospital need . . . 


The New Frigidaire 
XD Meter-Miser! 


Extra Quality 

Built from the inside out 
to most rigid precision 
standards and from high- 
est quality materials 





Extra Protection 


Liberal 5-Year Warranty 
offers proof of real protec 
tion against major sery 


Ice CX PECNnse 


Extra Economy 

oN 
Saves and saves in opera | =, . 4 . 
tion and maintenance over si Extra Efficiency 
conventional compressors } . Years ahead design gives 
Eliminates parts whicl ’ high output and low oper 
cause most service call 


ating cost 


Extra Compactness 


esrencrtsr pe acon taal Extra Operating Life 


conventional compressors 


Direct-drive, refrigerant- 
cooled motor special 
} 


of comparable capacity 
Lighter weight combined 
with resilient mountings 


bearings, pressure lubrica 
illow greater flexibility tion, guarantee day -in 
in installation day-out dependability 


“A 











Hlere’s the sensational new Frigidaire Compressor that’s built to 


Designed to stop trouble keep trouble away built to banish the causes of 70°), of all 


} 


compressor service calls. Direct drive eliminates fly-wheels, motors, 


before it Starts! pulleys, compressor belts, and shaft seals. It’s sealed against mois- 


ture, dirt, dust, and air; yet a// parts are fully accessible for inspec- 


tion and maintenance 





F Here’s why XD means Extra Duty! Full-rated capacities assure 
ull pressure lubrica- ; 

: delivery of full cold-making power. Extra dependability with fil- 
tion means long life tered oil delivered under pressure to every bearing surface. Extra 
Continuous lubrication motor life with windings cooled by refrigerant gas to operate at 
under pressure to . much lower temperatures. Available in air cooled models, '3 to 
be special oll pump 3 hp, water cooled models, '% to 7's hp. Call your Frigidaire 
The end result is re Distributor or Factory Branch Office —his name is in the Yellow 
duced friction and Pages of your phone book. Or write Frigidaire Division of General 
wear. This is another Motors, Dayton 1, Ohio. In Canada, Toronto 13, Ontario. 


typical example of the 


extra quality features 

that mean lony. trou 3 & a = 2 

ble-free operation pee 
—~— 


The most complete line of air conditioning 
and refrigerating products in the industry 


moving parts furnished 
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‘ ‘Build (Joodwill 
| Build Profit too / 

oS, } = 


Ho Ltister Custom-Made 
; Birth Announcements ian “Sing, aI 






It's easy to build goodwill for your hospital and show 






i handsome profit at the same time. Just offer new 





Hollister Custom-Made Birth Announcements to your maternity 





patients—see how eagerly they buy, how much they will appreciate 





the service and your thoughtfulness 





You sell Hollister Announcements to parents for just $1.85 for a 


box of 12, your profit per box is generous and we furnish ample 






selling helps For example you need sell only 300 boxes to 





realize upwards of $217 (depending on the quantity you order ) 








What a novel and attractive way to send the glad tidings to ef) . 

friends and relitaves—a clever miniature reproduction of UY ~¢ 

' } le ie ft Winery. 
baby’s actual birth certificate. And you can imagine the any 
pleasing impression of your hospital these wonderful new 4 





Announcements will make wherever they Zo 






Write today for samples and complete details of 











+ 
how you can make a substantial profit with Hollister { ma 4 
” 
Custom-Made for you” Birth Announcements 
Send the convenient coupon below right away = 


compice wtormaion bor FANKLn C. Hollister Company 


the new Hollister Custom 





Made Birth Announcements 






a $43 NORTH ORLEANS ST., CHICAGO 10, ILLINOIS 
We do not now use Hollister 





Inscribed Birth Certificates 






Please send information about them as well 






(Please fill in name and address on reverse side) 





/ i 
: YO URS<« 


see my [eo -gtee-Usfolgte| 


PATENT APPLIED FOR 


of course Im yours/ 
— c 


oi 40-10-52 11:30A 


Unalterable — correlated 
Mother-Baby Identification 


with the Ident-A-Band 


ew 
| . ~ . . . . 
f ( HERE'S never, ever a doubt in mother’s mind She knows too that the soft, non-irritating Viny- 


when you use the Hollister pre-numbered Ident- lite Ident-A-Band, once sealed on her wrist and 
A-Band system in your delivery room. She is on baby’s wrist in the delivery room, can never 
always sure, because she can tell from the iden- be used again, and wiil never come off unless 
tical numbers, that the band sealed on baby’s cut or torn with obvious force. 


wrist is actually a part of the very same Ident-A- Offer the mothers in your hospital the assurance 
Band sealed on her own wrist of this new modern system. You'll find it pro- 
vides the complete, unalterable correlated identi- 


She is even further assured because she can see csi 
full information about her baby right on the ication x pegeaniens recommended by the American 
insert card also sealed in the band. She knows Hospital Association. 

as well that the numbers, preprinted inside the Get the details for yourself today. Mail the cou- 
band, can never be changed, can never be dupli- pon below for a sample band, complete infor- 


cated, are an integral part of the band itself. mation and prices. 


Franklin C. Hollister Company 


Si} NORTH ORLEANS ST., CHICAGO 10, ILLINOIS 
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Abbott Laboratories Weal beaee AY PPA today) | 
PRN cic as ee ee ae 
Aloe Company, A. 'S. (HPF). be liciah soheitaimmatesabtane ae 
American Appraisal Company. 228 
American City Bureau..... ‘easement 


American Hospital Supply Corp. (HPF) 
ate RA following page 32 
American. Laundry Machinery Cie ese scciinglenica cen ae 


American-Marietta Company...... nae" 
American Radiator & Standard Sanitary Corp.. cain ee 
American Sterilizer Company (HPF) ERSTE, 
Anchor Brush Company................- ERAN | 
Angelica Uniform Company......... : 44 
Appleton Electric Company (HPF) 96 
Arco Company.......... iaihapeenleaad 164 


Pismntiaat. UO aha akc liens 21, 45 
Armstrong Company, Inc. Gordon (HPF) following page 48 


Bakelite Company, A Div. of Union 
Carbide & Carbon Corp. 


following page 48 
Baker Linen n Company, kh ae 32 


Baker-Roos, Inc........ 188 
Bard-Parker r Company, Inc. (HPF). 106 
Bassick Company (HPF) 219 
Bauer & Black (HPF) r¥ Ss following page 160 
Baxter Laboratories.. PRE TCA | 5 
Becton, Dickinson & Company (HPF). ey | 
Bishop & Company Platinum Works, J......................--. 161 
Blickman, Inc., S. (HPF)... TOON IS oO NL ee 11 
Bloomfield Industries...... duke 


Bolta Company 


follc >wing page 32 
Brillo Mfg. Company ame 


Bristol Laboratories, Inc. oR 99 
California Prune Marketing Program PROC DICN ” 
Carbisulphoil Company satatmamett 
Carolina Absorbent Cotton Company waite page 96 
Carrier Corporation -iositiaa 
Cash, Inc., J & J (HPF)... pe spinal aia 
Castle Company, Wilmot (HPF)... 20 
Ceco Steel Products Corporation...................-. asso ae 
Celotex Corporation (HPF). ie , 33 
Chamberlin Company of America (HPF) 141 
Clarin Mfg. Company 162 
Classified Advertising 213-232 

oca-Cola Company......... 214 
Colgate-Palmolive-Peet, Inc. 212 
Commercial Solvents Corporation following page 16 
Congoleum-Nairn Inc. (HPF)... GAS 239 
Continental Coffee Company 166 
Continental Hospital Service, Inc. (HPF) 28 
Cramore Fruit Products, Inc. 231 
Crane Company (HPF) ASE. 
eh” AER Tay seer cu 233 
Cumerford Inc............ 148 
Cutter Laboratories......................--. . 89 
Dahlberg Company (HPF) 190 


Darnell Corporation, Ltd. (HPF) 188 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—30th Edition 








Davis & Geck, Inc. (HPF) eee ..27, 103 
Day-Brite Lighting, IMnc...................----ccessecsceseeeees I 
Deknatel Fh, Os  Pakctninieoes sadiaediaisiuscniceee 
Detroit-Michigan Stove Company.............. saseilaciclaail . 46 
Dewey & Almy Chemical Company...................-...--+--- 172 
meter Ge SIG Fei ca siceersssscsccesbestiopicpitamnincsnanisccben cicene 
Din Cele PO sais ccticeenscncersectsnein Te 
Diana Mfg. Company. Liinthasntasbelbieiihadsiasedencehcaeemane 
Dixie Cup Company.............-...... sioabcustans POWARRRT Ee 
Chetenw Catenin Ci Bicvcscices sasnccranetinnenecendibinincned anne 
Don & Company, Edward iseibaleed inns tps 
Duke Mfg. Company (HPF) Sst 151 
Dundee Mills, Inc. cecil ~-following F page 32 
Dunham Company, Cy Aui..n....-...ccecesencneereeeees 153 
Eastern Venetian Blind Cou. .............-n-nseeeeceeeeeeeeeees 12 
Economics Laboratory, Inc.................--- ce it ae 
Edison Chemical Company (HPF). eee 78 
Edwards Company, Inc..... PaEr Peo 180, 18! 
Eichenlaubs .. vikailelitens te 
Emerson Electric Mfg. Company ARNE 


Ethicon Suture Laboratories Inc. (HPF) _ 
eR NA ot following page 144 
Everest & Jennings (HPF) BAKE: 241 


Fairbanks, Morse & Company..... 
Finnell System, Inc. (HPF) PRESEN: TSR SD ORO eee 
Flex-Straw Corp. (HPF)... 


Floriciea Citrus Cremer tigmbtgth ase secs ccenacsnsnnsnsirngupiectanmiini 125 
Florists’ Telegraph Delivery Assn............-----.0--ce---s-e+e0-+ 177 
Foster Brothers Mfg. iti Pe enetiadccenticaaatl 184 
Frick Company iisisieiineinichidedecadaae aman 
Frigidaire Division....... <nutitindisinesaabenadiaitmmtas oy ae 
Fumer Gre Conpeeiy.—ines-.cicceosnncndiceetibasrssamenshiaiale 198 
Geerpres Wringer, Inc. ssceiaaeihiiin sessancacstte 
Gennett & Sons, Inc...... sooslecshtcheidulidheecubadeaaa 245 
Glasco Products Company...................-.-. PGW, 
Globe Automatic Sprinkler Co., Inc............. ne 
Goodall Fabrics, Inc...... into ..137 
Gray Mfg. Company ses 139 
Gumpert Company, Inc., S. (HPF)... 4th cover 
Guth Company, Edwin F. a scsosoeh OO 
Hall & Sons, Frank A. (HPF) ; ‘aise 
Hall China Company 3rd cover 
Haney & Associates, Charles A. (HPF)... eee 
Hard Mfg. Company (HPF). meat SO 
Heinz Company, H. J......... ee | 
Herrick Refrigerator Company (HPF) 221 
Hild Floor Machine Company (HPF)... ..202 
Hill-Rom Company, Inc. (HPF). “t Pere 
Hobart Mfg. Company...... ..123 


Hollister Company, Franklin C. 
Horlicks Corporation si betaine 
Horner Woolen Mills Company siihancestami 192 
Hospital Purchasing File 210, 211 
Hotpoint Company (HPF) 2nd cover 


following page 16 
40 








Huntington Laboratories, Inc. (HPF) 
Hyland Laboratories 


Ilg Electric Ventilating Compan 
International Nickel Company, 


Johns-Manville 

Johnson & Johnson 
Johnson & Son, Inc., S. C. 
Johnson Service Company 


Kalistron, Inc. 

Keleket x Ray C rooration (HPF) 
Kenwood Mills (HPF) 

Kewanee-Ross Corporation 
Kewanee Mfg. Co. 

Keyes Fibre Sales Corporation (HPF) 
Kraft Foods Company 


Lakeside Mfg. Company 

Lehn & Fink Products Corp. (HPF) 
Leonard Valve Company [He r) 
Lilly & Company, Eli 

Ludman C rporation 


McKesson Appliance Company 

Macalaster Bicknell Parenteral Corp. (HPF) 
Massillon Rubber Company 

Master Metal Products, Inc. 

Melchior, Armstrong, Dessau Company 
Melrose Hospital Uniform Ce mpany, Inc. 
Merck & C ympany, Inc. 

Milwaukee Lace Paper Compan) 
Minneapolis-Honeywell Regulator Co. (HPF) 
Multi-Clean Products, Inc. 


National Biscuit Company 

National Cylinder Gas Company (HPF) 
National Welding Equipment Company 
Nelson Company, Inc., A. R. (HPF) 
Nestle C mpany, Inc. 


Oakite Products, Inc. 10 
Ohio Chemical & Surgical Equipment Co. (HPF) 4] 
Olson Mfg. Company, Inc., Samuel (HPF) 233 
Onondaga Pottery Company 167 
Orthopedic Frame Company (HPF) 174 


Parke, Davis & Company 101 
Paterson Parchment Paper Company facing page |77 
Pequ yt Mills 231 
Permutit Company 186 
Pfizer & Company, Inc., Charles 9 
Philco Corporation 215 
Philmont Mfg. Company 175 
Pick Company, Inc., Albert 196 
Pittsburgh Plate Glass Company following page 176 
Plastic Tag & Trade Check Company 232 
Plymouth Rubber Co., Inc. (HPF) 147 
Polar Ware Company (HPF) 145 
Potter Mfg. Corporation 247 
Powers Regulator Company 227 
Presco Company, Inc. (HPF) following page 96 
Procter & Gamble 223 
Prometheus Electric Corporation (HPF) 157 
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Putnam's Sons, G. P. 
Quicap Company, Inc. 


Republic Steel Corporation 

Riker Laboratories, Inc. 

Ross, Inc., Will 

Royal Metal Mfg. Company (HPF) 
Russell Company, F. C. 


St. Mary's Woolen Mfg. Company 
Sealright Company 

Seamless Rubber Company (HPF) 
Servel, Inc. 

Seven Up Company 

Sexton & Company, John 
Shampaine Company (HPF) 
Simmons Company (HPF) 

Simtex Mills 

Sloan Valve Company 

Smith & Underwood (HPF) 
Spencer Turbine Company 
Sperti-Faraday, Inc. 

Squibb & Sons, E. R. 

Stahl Company Harlow C. 
Standard Brands, Inc. 

Sterilon Corporation 

Stromberg Time Corporation (HPF) 
Swartzbaugh Mfg. Company (HPF) 


Thonet Industries, Inc. 

Tile-Tex Division 

Titusville Iron Works Company, Div. 
of Struthers Wells Corp. (HPF) 

Toastmaster Products Div. of 
McGraw Electric Company (HPF) 

Torrington Company 


Union Carbide & Carbon Corp., 

Bakelite Company—following page 
United States Bronze Sign Co., Inc. (HPF) 
U. S. Hoffman Machinery Corp. (HPF) 
U. S. Industrial Chemicals Co. (HPF) 

U. S. Plywood Corporation (HPF). 

U. S. Rubber Company 

Upjohn Company 2 

Uvalde Rock Asphalt Company (HPF) 


Varlar, Inc. (HPF) 
Vestal, Inc. (HPF) 
Visi-Shelf File, Inc. 


Webb Mfg. Company 

West Disinfecting Company 
Westinghouse Electric Corporation 
White Mop Wrinager Company 
Wilmot Castle Company (HPF) 
Winthrop-Stearns, Inc. 

Wiremold Company 

Witt Cornice Company 

Woodard Sons, Lee L. 


York Corporation 183 


Zimmer Mfa. Company 118 
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(DEXTRAN) Injection 6% 





Expan 


an efficient 


plasma volume 
expander 





for use in the 
treatment of SHOCK 








Expande 


DEXTRAN) Injection 6% 


an efficient means of expanding 


circulating plasma volume 


in the treatment of Shock 
due to Hemorrhage, Burns, 
Trauma and Surgery 
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Expandex 





blood volume when blood 


as an efficient, ation — volume deficit G2 


| 20 to 35% "| ae 
Safe, effective aie sane 


suffices as the iS immediately 
sole replacement effective for 


plasma volume tui 











expander 
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hemtstry ,, eee een 
Expandex (Dextran) Injection, 6% is a sterile, 


nonpyrogenic 6% (w/v) solution of partially hydrolyzed dextran in 
isotonic sodium chloride solution. Dextran itself is a water soluble, 
high molecular weight polymer of glucose, which is produced by the 
action of the nonpathogenic organism Leuconostoc mesenteroides on 
sucrose. Dextran is closely related to glycogen; both these polysac- 
charides are made up of glucose units joined by similar linkages. 













Op 
; Vharmacotogy Given by intravenous infusion, Expandex 


is an efficient plasma volume expander.’ As such it produces hemo- 
dilution manifested by a decrease in hematocrit and in total protein 
concentration. A 10% to 15% increase in plasma volume is produced 
by an infusion of 500 cc. of Expandex, while a 15% to 20% increase 
is produced by 1,000 cc. In normal individuals, Expandex has no in- 
fluence on pulse rate, respiration, blood pressure, or ECG. No toxic 
effect has ever been demonstrated on kidneys, liver, and other vital 
organs.*’’'* Expandex does not interfere with blood typing, cross- 
matching, or Rh determination. 
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a 
Sale 

ate Virtually all injected Expandex can be accounted for 
through the experimental use of C'*-tagged dextran.”'*'’ From 20% 
to 40°, is excreted in the urine in the first 24 hours; the total urinary 
excretion of C'* activity is 65 to 75°. The bulk of the remaining 
radioactivity is recoverable in the expired air, indicating metabolism 
of dextran by the organism. About 2‘% is found in the feces. 
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lent results in all types of shock associated with a decrease in effec- 














Expandex has been used with excel- 






tive circulatory volume. *’’ The plasma volume expansion it produces 
is maintained for periods sufficiently long to enable the circulatory 
system to overcome the altered dynamic state. In a typical series,'° 
52 patients in shock were given Expandex. Of these, 44 showed a 
good response, 5 a temporary response, and only 3 a poor response. 
Since it is sterile, Expandex does not carry, nor can it transmit, the 
virus of infectious hepatitis. 
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Expandex 












it is a clinically effective and 







notably safe plasma volume 
expander, indicated in the 





52 patients 


receiving Expandex for shock following 


prevention and treatment of 
shock due to hemorrhage, 
burns, trauma and surgery 















hemorrhage —burns 





trauma—surger 
— 2. 1t is slowly metabolized and 
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it does not carry and there 
fore cannot transmit the virus 






of hepatitis 










it does not interfere with the 
functional activity of any or- 










gan or tissue in the body 











5. It does not interfere with 
blood typing procedures or 
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response 
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TEMPORARY 


response 


44 
GOOD 


response 















crossmatching 















6. It is a nonpyrogenic and ster- 






ile solution 












it is fluid over a wide range 
of temperatures and is ready 





for immediate use 
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One trip serv 
by one nurse 


| medications 
30.0 hypodermics 





«+ « @ truly sensational contribution to nursing efficiency 










































The new Aloe Dispensa-cart makes possible a defi Thus, after complete preliminary preparation of 
nite, vet flexible. medicine dispensing routine that medication, with every dose identified by a card im 
eliminates objections commonly noted in the usual printed with name, room, medication, dosage and 
medicine cart. An oral medicine rack mounted on the time, the nurse is ready to accomplish work in a single 
top has a capacity of 40 medicine glasses or paper cups, round that would ordinaril occupy the time of several 
P et there is generous work surface remaining. Two nurses for a much longet period 
removable hypodermic syringe travs hold 20 syringes in 
¥ individual clips completely free from contact. Attached Phe Dispensa-cart has many incidental conveniences 
to posts of the frame are three receptacles mounted to that speed up the nurses’ work: flashlight, to provide 
sans . wing out as needed: a stainless steel tray for discarded light for quiet, be lside use: recessed ball-bearing swiv 
ringes, stainless steel cotton reservoir. and waste el casters permit normal stride, pushing o1 pulling; 
receptacle, interchanveable to suit) vour technic \ full width handles with rubber bumpers. When vou 
convenient shelf provides imple space for water pitcher install this eflieient system. you'll be amazed at the 
ind extra supplies saving in nurses” time alone 
= come ETE INFORMA T) (py TS 
_ A. S. Aloe Company 
Send your illustrated folder with complete descrip- | 
, tion and specifications of Aloe Dispensa-cart. 
a. s. aloe company 10 sussinianes + maa ee 
1831 Olive Street «+ St. Louis 3, Missouri | 
Los Angeles 15 is San Francisco 5 - New Orleans 12 ‘ Minneapolis 4 | Address i 
1150 S. Flower St. 500 Howard St. 1425 Tulane Ave. 927 Portland Ave. | : 1 
Kansas City 2 Atlanta 3 Washington, D. C. 5 j City State ! 
4128 Broadu ay © 492 Peachtree St., N. E. e 1501 14th St., N. W. Cisssiticsdeeisidinasmenialsdeieiedia akaiaat SS a 
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ADHESIVE TAPE 


High quality, low cost general purpose tape 
provides greater freedom from skin irritation. 





(ELASTIC) TAPE 
Made with a woven elastic backcloth .. . molds 
to the body for desired support... extremely 
comfortable. 


TAPE 


Transparent... for general office use and certain 


surgical applications. 


a 
_ = 
.y ae 


New Brunswick, N. J. 


/ 





\ 





ADHESIVE 


A liquid adhesive .. . for affixing small dressings 
in difficult-to-bandage areas. 























rack rolls. 


ADHESIVE TAPE 


Made with an embossed waterproof backing... 
available in ‘‘Cut-Quick’’* dispenser or hospital 


ADHESIVE TAPE 


Finest tape available... recommended where 
unusually high tensile strength is required. 


BAND-AID 


; MOLE sum 
‘ A iA a 
y) sie, 


< if ohws OV | ADHESIVE 


{) Chicago, III. 


a 





A thick, soft, napped backcloth mounted on crino- 
line... for padding and cushioning. 





Replaces both gauze and adhesive at low cost... 
sticks only to itself — not to hair or skin... water- 


and oil-resistant. 


tot 


GAUZE TAPE 


Thin, elastic . . . conforms to body contours and 
movements; washable, grease- and oil-resistant. 


*Trade mark of Johnson & Johnson or its affiliate 


Products bearing the Red Cross trade mark have no connection with the Americon National Red Cross. 





Demand 


FINGER-TIP CONTROL — The beam of the Safelight is 


positioned with the speed and facility of a flash- 
light in the hand. In its three most popular models, 
there is no counter-weight, no heavy ball to cause 
exasperating head injuries. Its internal counter- 
balancing mechanism is smooth, effortless, and 
uses no functional devices or manual locks. ( Note: 
No. 51 does have counterweight. } 


EXPLOSION-PROOF SAFETY — Castle Safelights are truly 


safe from explosion because of their unique and 
scientific construction. They meet all Under- 
writers’ requirements for hazardous locations, 
Patients and operating personnel are constantly 
guarded. Highly combustible gaseous mixtures 
cannot be ignited by any part of the Safelight or 
by phase of its use. This safety is mandatory in the 
operating room. 


Custle \, star performance 


SUPERIOR QUALITY OF LIGHT — Doctors using the Safe- 


light are amazed that its illumination so well com- 


pares with that of a major light. Its unique optics 
will illuminate the entirety of any deep cavity, yet 
without eye-tiring surface glare or contrast. With 
the Safelight, vision is better, easier and less 
fatiguing. 


FOUR 4-STAR MODELS — The most popular Safelight model 


is the No. 52, floor type with pantograph arm... 
available with 4-footed or circular base. The Wall 
and Ceiling types, Nos. 53 and 54, also feature the 
“easy-as-pointing-a-flashlight” adjustability. An 
alternate floor model, No. 51, has a conventional 
ball counterweight. Floor model casters are static 
conductive and provide complete stability in all 
lamphead adjustments. 


ORDER TODAY or write for complete information. 


WILMOT CASTLE COMPANY 
1271 University Avenue Rochester 7, N. Y. 


STERILIZERS AND LIGHTS 
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Carbuncle... 


particularly amenable to 
Tryptar debridement 


“Tryplar 


is also effective in burns, soft tissue 
abscesses, osteomyelitis, fistulae, 
sinus tracts, and varicose ulcers. 


to effect Physiologic Debridement 


WITHIN HOURS 


Tryptar dissolves necrotic tissue, surface coagula, clotted blood, 
purulent secretions and fibrinous strands by physiologic enzy- 
matic action. So rapid is debridement on external lesions that 
excellent clearing may be obtained within hours. Tryptar acts 
with complete safety because it cannot digest viable cells nor 
connective tissue. Neither sensitivity nor antigenicity has been 
reported from the use of Tryptar. 

Also available as Tryptar Aerosol for introduction into the 
respiratory tract. Clogging purulent bronchial secretions are 
rapidly liquefied and can be easily expectorated. 

For detailed information write to Medical Consultant 
Service, The Armour Laboratories, 520 North Michigan Avenue, 
Chicago 11, Illinois. 


ryplar 


The Armour Laboratories Brand of Purified Crystalline Trypsin 


THE ARMOUR LABORATORIES 


A Division of Armour and Company . CHICAGO 11 ILLINOTS 


PHYSIOLOGIC THERAPEUTICS THROUGH BIORESEARCH 
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The new 
leg compression prophylaxis 
of pulmonary embolism 


New hospital routine uses 


elastic stockings as safeguard 
POPLITEAL 
against fatal embolism 


Pulmonary embolism ranks with tuberculosis as a 
cause of death. Embolic deaths are up 56% in 15 
years and the dominant Causative factor 1s circu 


latory stasis accompanying bed rest. 
} 


That is why you will be interested in the new 


hospital routine that prevents embolism in its most * hs “wy 
ee t ANT. TIBIAL 
j 


common point of origin—in the deep calf veins 


of the leg 


The new routine calls for the wearing of a specia 


type of inexpensive elastic stockings 
by all bed patients tandard pro- . 
cedur These stockings, the new hs : : vow: a “ a. 
lr. E. D. Elastic Stockings developed PE eae age Ae le ad Alled 
exclusively for this purpose by with ante-mortem clot ote that parts 
Bauer & Black in cooperation with OF pt snag Seen ER Cae Geren eae 
ter than the popliet Autops tudies 


Massachusetts Memorial Hospitals, 


exert ust enough pressure to speed 


1 


blood tlow through the deey ley 
+ POST. TIBIAL 


veins and minimize clot propagation 

In tests, Massachusetts Memorial Hospitals ie 
divided patients into two groups A group of 4 
4G patients wearing elastic stockings suftered 


PERONEAL 


no deaths from embolism although there were 
non-fatal cases. In a similar group of wearing 


elastic stockings four persons died of embolism 


* 
and there were 12 non-fatal cases | 
studies indicate further encouraging results a 1) 
You are invited to study the life-saving possi ® * m 
bilities of the new leg-compression routine in yout 
hospital. Write to Bauer & Black Research Labo FLASTIC STOCKING 
ratories, 309 W. Jackson Blvd., Chicago 6, Illinots, 


for an illustrated report on Current pulmonary = BAUER & BLACK ey 
j 


embolism studies. 
Division of The Kendall Co. 
309 West Jackson Blvd., Chicago 6, IIL. 
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Levophed infusion slowed 
to 35 drops /min, are 
Levophed ‘ontinued 
Levophed vo car 
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BLOOD PRESSURE 


ep 








Blood pressure 
re) anabteinable Blood pressure unobtamabie Blood pressure unobtainable 


See SCORERS STM 


Mc Levophed infusion 30 drops/min. MM Levophed infusion 30 drops /min 











500 cc. whole blood ~ Leyophed 
500 cc. plasma (2 mg. per liter) 

500 cc. whole blood 
1250 cc. 5% dextrose infused at 500 cc. plasma 


190 drops/min 1000 cc. 5% dextrose 





Laparotomy 









BITARTRATE 












BRAND OF LEVARTERENOL BITARTRATE 


7 ‘ 4 V ng - Y / ¢ —. 
Keka CisKy | tolled Sletten 






Clinical experience with Levophed has demonstrated SUPPLIED: Levophed bitartrate solution (equiv- 


the dramatic, often life-saving action of the drug. alent to 0.1 per cent base) in ampuls of 4 cc. 
(boxes of 10), to be administered in 1000 cc. 


of infusion fluid. 






Levophed is indicated for the elevation and main- 


‘ Write for pamphlet giving a detailed 
tenance of blood pressure during all stages of shock, Se ee ee 





discussion of clinical experience with 







including profound, advanced, prolonged and so- Levophed and its manner of use. 
called “irreversible” shock, as well as other acute — 

h ‘ ‘ ‘ , ae —_—- ~ ‘ ’ 
ypotensive states associated with surgical and non- As POLL ea ZIT 


surgical trauma, hemorrhage, disease and central 
vasomotor depression. 






New Yorn 18, N.Y. Winosor, Onr 





advance in : 
floor polishes: 








Now from Johnson’s Wax 
comes the toughest, 
longest-wearing 
self-polishing floor finish 
ever developed. 

New Heavy Duty Hard-Gloss 


dries to a finish so bright... 
so hard that it ends scuffed-up 





floors. Even heavy foot traffic 





in busy corridors and public 

passageways won't scuff it Ordinary polishes 

up. One application stands up are soft. Each footstep tends to push 
under wear and water far the polish into tiny ridges, creating 
longer than ordinary selt- scuff marks. The result: unsightly floors 
polishing waxes. No need to ... frequent buffing. 


New Heavy Duty Hard-Gloss 
stays anchored firm and smooth. Its 
exceptional scuff-resistance makes 
floor maintenance far easier. . . far 
less costly. 


buff... ever! 


Water won’t dull the shine! Easy to remove! 


Here at last is a floor finish that can take repeated Durable as Hard-Gloss is, it can easily be removed 


damp moppings! Hard-Gloss’s tough shine will with Johnson's Floor Cleaner or Johnson's Emerel. 


even stand up under tracked-in rain and snow No hard scrubbing needed. 


ee Ends water-spotting Let us prove on your own floors the greater 
= protection... beauty... economy of Heavy 
. Duty Hard-Gloss. 

Makes floors extra safe! Write today for FREE demonstration. 
All types of flooring take on extra safety with Heavy 
Duty Hard-Gloss. It is not tacky, not gritty. Yet Maintenance Products Dept. MH4 
Hard-Gloss has greater traction than most “‘anti- S.C. Johnson & Son, Inc. 
slip” finishes. Racine, Wisconsin 





A product of 
__JOHNSON'S WAX Research 











ENDURO’S ‘Cleanability” 


LIGHTENS HOSPITAL HOUSEKEEPING 


What's your current cost of cleaning and general housekeeping ? 
Chances are it has been going up along with all other services. That's 
why hospital equipment made of Republic ENDURO 

Stainless Steel is a better-than-ever investment for you now. 

ENDURO equipment is easy to clean and to keep clean . even by 
unskilled help. Usually a quick rinse and a wipe or a simple 

washing with soap and water will do it. Very seldom will ENDURO 
equipment need hard, time-consuming scrubbing. 

What's more, ENDURO stubbornly resists rust and corrosion. 

It resists abrasion, denting and scratching. It has no surface covering to 
peel, chip, crack, or wear away. 

That's what we mean by ENDURO’s cleanability. It cuts cleaning time... 
frees hospital help for more productive duties . . . stretches your 
operating budget by lightening your housekeeping. And, ENDURO 
equipment /asts and lasts, paying you long-term savings. 

Your equipment supplier can give you more details, or write: 


REPUBLIC STEEL CORPORATION 


Alloy Steel Division « Massillon, Ohio 
GENERAL OFFICES * CLEVELAND 1, OHIO 
Export Department: Chrysler Building, New York 17, N.Y. 


ra! 


Reoublic 


a 


HIDURO SEAS SFEL 





\e y, 
Other Republic Products include Carbon and Alloy Steels—Pipe, Sheets, Tubing, Lockers, Shelving, and Fabricated Steel Building Products 
The MODERN HOSPITAL 
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faster wound healing 


Patients move about more freely after their opera 
tions and are out of the hospital sooner when their 
wounds have been closed with a minimum of trauma. 
Davis & Geck offers two modern aids to faster and 


more even healing: 


Davis & Geck “timed-absorption” surgical gut 
| gical g 


n small sizes 


2.) Davis & Geck Atraumatic® needles 


Davis & Geck surgical gut sutures may be used in 
mallet S1Z¢S than might be expected because diam 
eter for diameter the tensile strength is unexcelled 
I any other brand. By a unique process ol control, 
these “timed-absorption” sutures offer maximum re 
sistance to digestion during the early days when the 
wound is weakest. After healing is under way, di 
gestion is more rapid until completed. Smaller suture 
izes permit closer approximation and provoke less 


trauma. The pP itient’s convalescence is smoother. 


utured with smaller size of In suturing with Atraumatic needles there is less tis 


al gut on Atraumati sue trauma, faster and more even healing. The D&G 


a | Atraumatic needle is joined to its suture smoothly 
Nee dle and suture are about the same diameter. No 
hig eye and double str ind of suture are drageed 
through the tissue. Sutures on Atraumatic needles 
are economical, too. Surgery is easier and faster 
needles are always sh inp, uo time ts lost while the 


nurse threads needles. 

For better wound healing, use the smaller sizes of 
Davis & Geck “timed-absorption” sutures, with an 
\traumatic needle attached, on your next wound 


clo: ure, 


Davis & Geck Inc. 
; A UNIT OF AME RITAYV yanamid COMPANY 
cS (Od 


57 Willoughby Street, Brooklyn 1, N.Y. 
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by 
Continental 


The new hospital sheeting 
that stays soft and pliable 


Never before a film like Plasticon. It stays 
amazingly soft and velvety even after continuous 
boiling, sterilizing and autoclaving — doesn't 
get hard, brittle or rubbery. 

Yes, this new lightweight Plasticon is really 
tough and rugged — withstands all grueling 
hospital wear and tear. It’s oil-water-grease 
proof — unaffected by mild acids, brines or 
alkalies — resists stains and washes or wipes 
clean with ordinary soap and water. Plasticon is 
perfect for all hospital uses and applications. 
Plasticon is opaque white available in 36 and 48 
inch widths — thickness is 8 mills (.008). Price 
is only $.90 a square yard. 48-inch width is $1.20 

Opaque-white 8 mill Plasticon sheeting for all kinds of per yard —and $1.15 per yard in 50 and 100 
hospital uses. Available in 25, 50, 100 yard rolls — widths 


36 and 48 inches. yard rolls. 


Plasticon Mattress Protectors 


Protect expensive hard-to-replace mattresses 
with new Plasticon. And it’s so inexpensive be- 
cause Continental Plasticon Covers fit all standard- 
size mattresses regardless of thickness. 

No more wrestling with big bulky mattresses 
—simply slip on a_ tailored-to-fit Plasticon 
Mattress Protector and that’s it. Also easy to 
store — folds into compact package. 

Plasticon saves time and work — gives better 
protection and lasts longer, too. Plasticon is the 
best protection you can buy — and it’s so inex- 
pensive. Costs only $5.00 each. Quantity savings 

. $55.00 per dozen. 


Other Plasticon Products 
by Continental 


Pillow Protectors —the silky soft yet rugged 
qualities of Plasticon make it an ideal material 
to cover pillows. Zipper style only. 

Plastic Aprons — these tough boilable aprons 
will outwear and outlast ordinary plastic ma- 
terial. Extra savings in quantity purchases. 


Plasticon tailored-to-fit covers fit any standard mattress 
regardless of thickness —simply tuck-in extra film under- 
neath —saves time and lots of hard work 


Don’t delay — write now for Plasticon details — do it today! 


CONTINENTAL HOSPITAL SERVICE, INC. 


18636 DETROIT AVENUE * CLEVELAND 7, OHIO 
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more hospital-tested 
products from SIMMONS 


complete line 


*eeeeeceaeeeae ceo eee eeeeeeeeaee ea eee ee eee eee e ee eee e ee eee eeaeeee ee eee eee. 


Do you require a plain bed for general use? Will you 
bed equipped with Safety Sides...or do you 
a bed which handles a wide variety of accessories 
such as a Balkan Frame, Irrigation Rod or Shaped 
Fracture Bar? Your requirements can be supplied ex- 
actly because Simmons has five handsome bed end styles 
available three ways: plain (indicated by -1 after the 
bed number); equipped with brackets for safety sides 
(indicated by -2 after the bed number); and with 
All-Purpose ends to handle a variety of special equip- 
ment (indicated by -3 after the bed number). 
Selection of the style of bed end you want, made for 
the accessories to fit your specific requirements, is only 


need 
want 














H-800-1 Standard bed. 


A practical standard style designed 
for years of usefulness. Bed illus- 
trated above is the H-800-1, seven 
filler style, shown with Deckert 
Multi-position Posture Spring. 


Choose your bed end styles 
from these attractive designs 


part of the story of complete flexibility you get with 
Simmons. In addition, Simmons gives you a choice of 
three types of posture springs: Simmons Improved 
Deckert Multi-position Spring — L-171, Simmons 
Improved Two-Crank Spring L-148, Simmons Self- 
Adjusting Spring — L-190. 

To be sure you get the best combination to fit your 
hospital requirements — call your Hospital Supply 
Dealer. 











H-800-2 with Safety Sides and End Guard Rail. 


Bed illustrated above is the H-800-2, seven filler style with 


brackets for Safety Sides. 


Its room-to-room adaptability fits 


this bed perfectly into the hospital's plan for standardizing 
equipment. In addition to Safety Sides and End Guard Rail, 


-2 beds will also accommodate Simmons Bradford Frame. 
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the right type of bed end 
as |-2-3, with SIMMONS! 
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H-800-3 All-Purpose hospital bed. 


In the H-800-3 All-Purpose bed you have maximum utility. The 

accessories can be brought to the patient rather than the patient 

to a special bed for treatment. This versatility makes the AIll- 

Purpose bed ideal for general, orthopedic and post operative 7 
treatment wherever safety-sides, fracture equipment or intravenous , 

irrigation is required. 4-800-3 with Shaped Fracture 


é Bar and Irrigation Rod 


eveeeeeseeseeeeeoeeeeeeeeeeeeee eee eeeeaeeeeeeaeeeeaeen eee 6 


Chicago 54, Merchandise Mart 


New York 16, One Park Avenue 
HOSPITAL DIVISION San Francisco 11, 295 Bay Street 


ISPLAY ROOMS Atlanta 1, 353 Jones Avenue, N.W. 
DISPL oo Dallas 9, 8600 Harry Hines Blvd 


1953 








Quality, combined with honest value, 
are the reasons why hospitals from 
coast to coast, have purchased their 
linens from Baker for so many years. 


Exclusive distributors 


Dwight 1 Anchor 


SHEETS & PILLOW CASES 


SANDOW and SAMPSON 


BATH TOWELS 


Batex 
HUCK TOWELS 


and other quality textiles made 
es pe cially for hospital HSE, 


H.W.BAKER |INEN Co. 





315-317 Church Street, New York 13, N. Y 
and 13 other cities 


FOUNDED IN 1892 
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for beauty... 
for economy... 


for durability... 


~f™ 
S| 
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BOLTA... 


LAMINATED COLOR-TRAYS 


~ 
Mad 


HERE IS A TRAY that encourages heartier eating and lifts patients’ 
spirits with its vibrant, glowing COLORS. Leading hospitals 
choose from BOLTA’s exclusive 36 color-and- pattern 


combinations to make bed-served meals more tempting. 


HERE IS A TRAY that saves you money, too — because BOLTA 
TRAYS are constructed with 17-LAYER-LAMINATION... 
that means up-to-ten-times greater strength ‘ as much as 
two-to-six-years longer life. And what’s more, BOLTA COLOR 
TRAYS won’t warp, split or stain... are even impervious to 
cigarette burns. Yes, BOLTA’s lamination process builds up 


longer wear, greater economy. 


Only BOLTA gives you such outstanding 


durability in patterns and colors. 


The b | , T. Company Oat, ate tate, Mont, 1920 


sizes 8x 10, 10 x14, 12 x16, 14x18, 15x20 





Also Famous Boltalite Hard Rubber Troys 


LAWRENCE in sizes 12x16 and 14x18 


c ¢ 
MASSACHUSETTS Also Boltabilt Trays in Round, Oblong and 


Oval Shopes in 15 Different Sizes 


Planning to Re-decorate? Specify BOLTAFLEX for booths and furniture, BOLTA-WALL for interiors. 





the name 


to remember...’ 


we 


. 


‘when buying: ee 


towels 


Consult your 
favorite distributor 
for these durable 


Dundee products 


HUCK AND TURKISH TOWELS; BATH MATS (both plain 
and name woven) «+ CABINET TOWELING + FLANNELETTES 


DIAPERS + DAMASK TABLE TOPS AND NAPKINS 


CORDED NAPKINS + DUNFAST ALL-PURPOSE FABRICS 


10 Worth Street, New York, N. Y. 


. SAN FRANCISCO 


DUNDEE MILLS, INC., GRIFFIN, GA. + Showrooms: 


BRANCH OFFICE 8 TON . CHICAGO . ALLAS . i GRIFFIN . . PHILA PHIA 7 ST. L¢ 
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...a safer, faster 


b Y NAKL E N more effective 


DETERGENT cleaner for 


Qui o uSsé ; ° 
nee ane surgical and 


e 31 glasswor’ 
e cleaning f all surqiwea'y 


Dber goods, and ace 


a ee labo ‘atory 


ve t »O¢ 
ste 
* without scr sbbing. Simple and sa 


Read directions before using - 
equipment 
CAT. NO. 760 | | 


CONTENTS 5 POUNDS 
“Pproximately 60 gotlens of cleaning hie” @ No more rubbing or scrubbing 
of instruments and glassware. Simply soak in 






hy 

vy, ee N pie all ee 1 or aalind Liar 

IW HOspitar suppry ©° ort). Dynaklen solution and rinse. Dried blood, 
TFPI Eas . evansto™ plasma, serums, pyrogens are all removed 


~~ oo completely, leaving glassware and 


instruments chemically clean. 


Dynaklen saves money, too, because just 

one ounce makes a gallon of solution that can 
be used at once or stored indefinitely. 

Safer, too... Dynaklen contains a non-active 
coloring to prevent possible confusion 


with other uncolored chemicals 


re 
7 Sens! 





... there are 
fewer patient calls ...with the 


NIGHTINGALE 


This beautifully and functionally designed piece of furni- 


ture encourages patients to serve themselves. It makes 
quickly available such often used conveniences as adjust- 
able lamp, radio, outlet for razor, fan, etc., makeup mirror, 
book rest, towel racks, wash basin and soap dish and other 
facilities. Contains drawers and storage cabinet, too. Com- 
pact and exceptionally easy to clean. 

THE NIGHTINGALE is as beautiful as it is practical. 
Available in a variety of attractive colors to complement 
a wide range of color motifs. Send for a copy of the fully 
illustrated NIGHTINGALE brochure. 





sw sy 


El om 
eiusad 
a 
| el 


Men's Ward, Perth Amboy Hospital, New Brunswick, N. J. 


AN 


VIET, PLEASE...peopte “on the mend”! 


liffer, but kitchens, utility rooms. It brings rest Easy Maintenance 
tal patients ful quiet that aids convalescence and — Acousti-Celotex Tile is quickly installed, 
t A requires no special maintenance. Its 


unique douhle-density teature (see dia 


also int prove 5 the worl ing ethiciency oft 


otherwise tine I rmospilal personnel 
le prescriptor gram) provides excellent sound 
! 1 
absorption value plus a surface of 


markabl be auty and washability 


me. 

of quiet I 

ble noise be washed repeated/y and painted ) 
/ 


//y with no loss of sound-absorbing 


emMciency 


Low-Cost Answer MAIL COUPON TODAY for a Sound Con 
soluTmON CO This prob | DOUBLE-DENSITY—As the diagram ditioning Survey Chart that will bring 


tals Nave foul shows, Acousti-Celotex Tile has two densi you a fi alysis Of your particular 


, / 
Condinoning 


r ot Acou 


irritating, disturb 


ties. Highdensity face, for a more attractive NOISE | robler plus a tactual tree book 
finish of superior washability, easy paint I The Quiet Ho pita | No 
ability. Low density through remainder of bligation 


rseries tile, for controlled sound-absorption value. 











-————— —WMail Today — 
The Celotex Corporation, Dept. G-43 
120 S. La Salle St., Chicago 3, Illinois 
Acoust = (eLotex Without cost or obligation, send me the Acousti 
EE Celotex Sound Conditioning Survey Chart, and 


waaeedt dine envietnine y. 8. PAT. OFF your booklet, "The Quiet Hospital.” 


e 
VLA 5 = Name : Title 
Address 
Products for Every Sound Conditioning Problem —The Celotex Corporation, 120 S. La Salle St. 


Chicago 3, Illinois * In Canada: Dominion Sound Equipments, itd., Montreal, Quebec a County___. State 
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Mary Hitchcock Memorial Hospital, Hanover, New Hampshire. New, 120-bed 


building meets growing requirements of Upper Connecticut Valley for additional 


hospital facilities. 


EXPANSION PLANS INCLUDE 
WESTINGHOUSE ELEVATORS 


The new Faulkner House additi ary Hitchcock Mem 


rial Hospital, including 120 beds, surgical, diagnostic and 
office facilities, brings the bed capacity of the hospital to 300 
This modern medical center serves a large sector of northern 


New England 


New Westinghouse Hospital Elevators are contributing to 
the efficient operation in this new building. Westinghouse 
Hospital Elevators were chosen to meet modern hospital 
Standards of dependability, quietness and smoothness of 
peration —24 hours a day. This means moving patients, 


taff, food, drugs and delicate equipment quickly, quietly 


between floors of this modern hospital. 


Mr. William L. Wilson, Mary Hitchcock Memorial Hospital 
Administrator, reports: “The Westinghouse elevators are 
living up to every expectation and are equipped to meet the 
rigid requirements of modern hospital schedules.’ 


lf you have a part in planning hospital or institutional 
projects where elevators are needed, let our engineers help 
you now. We design, install, maintain and service our instal- 
lations. Westinghouse Electric Corp., Elevat 
Dept. X, Jersey City 


Division, 


J-98674 
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American's exclusil 
Formula Plate 


SEE THE REAL MEANING OF “AUTOMATIC” 


WITH THE CASCADE FULL-AUTOMATIC CONTROL 








@ Admits and measures water to 


correct level for each bath. 


@ Steam-injects mechanically meas- 


ured supplies at proper intervals. 


@ Regulates bath temperatures by ad- 
mitting correct mixture of hot and cold 
water and steaming important baths. 


@ Times each bath (after prescribed 
washing conditions have been secured), 
drains washer and proceeds promptly 


to next bath. 


@ Completes entire washing cycle 
without any attention from washman, 
and signals when washing formula 


is completed. 


means AMERICAN 


With American’s CASCADE Full-Automatic Control, 





your washing formula is completely controlled 
. with the positive assurance it will 
be correct every time. Remember, if your washman can 
change manual switches and controls, you do not have 


automatically . 


completely automatic washing. 


Each step of American’s fully automatic washing 
cycle is controlled by an exclusive American Formula 
Plate. Prepared to your exact specifications for your 
particular washing classifications, these Formula Plates 
represent your choice, your order. No one can alter 
them. Changing plates for different washing classifica- 
tions takes only a few seconds ... far less time than 
setting a bank of switches and controls, and there's no 
danger of human error or confusion. 


Proved by its outstanding performance in nearly 
two thousand installations since 1938, American’s 
CASCADE Full-Automatic Washer Control follows 
your orders explicitly. It doesn’t forget, doesn’t decide 
for itself, doesn’t overwash, doesn’t waste or skimp on 
supplies. Each load washed is of the same high quality 
because the formula you selected is followed — must 
be followed automatically, 


The CASCADE Full-Automatic Control can be used 
with your present washers, or with any new American 
CASCADE Washer. Write today for full particulars, or 
ask your American representatives to show you case 
histories of remarkable savings made with CASCADE 
Full-Automatic Controls. 


The 
AMERICAN sivnon sexcumery co. snus von 
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STANDARD-WEIGHT 
Commercial Cookware 
Stock Pots 
(At left) Easy to handle, Extra 
weight in bottoms for longer 
life. 





MEDIUM-WEIGHT 


Commercial Cookware 
Stock Pots 
(At right) Built for heavy 
usage. Flared brim instead 
of beading. 


HEAVY-WEIGHT 


Commercial Cookwore 
Stock Pots 
(At left) Available with 
faucets. Ideal for drawing 
off broth, etc. 


NARROW-DIAMETER Stock Pots illustrate the variety in the Commercial Cook- 
wore Line—especially popular where range space is limited or crowded, 


COMMERCIAL 


ALUMINUM 


FROM /5 Siylee OF 6 


HARLOW C. STAHL CO. 


Commer- bottom assures long life. Large steel handles 


These long-wearing easy -to-handle 
securely riveted. Available in) standard, 


cial Aluminum Stock Pots come in) 6-quart are 
Also with faucets. 


up to 80-quart capacities. kixtra weight = in medium and heavy weights. 


IT’S THE WORLD'S MOST COMPLETE LINE OF STOCK 
For complete information on this outstanding line and for details on all other Commercial Cookware — Pp @ q. S I | 
Write today for FREE Catalog! . 


HARLOW C. STAHL COMPANY ae Nan ee 
Harlow C. Stahl 


1365 E. Jefferson Ave., Detroit 7, Mich 
Kindly send your Commercial Aluminum Cookware Catalog 
ee 


showing Utensils Built SPECIAL tor our type of Kitchen 


Zz 


j 1365 E. JEFFERSON AVE., DETROIT 7, MICHIGAN 
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FOR 


FINE FRUIT 
avo VEGETABL 





Be e and v en n R ention, May 11-15 
| Restaurant Conven : 
sit us at th ationa . : 
ts ‘ * io numbers—North section: 706-709, South section: 629-630 
Chicago 00 u 


Ask The Heinz Man About 


S57 VARIETIES 
pa 
4.1 MEINZ CO., PITTSBURGH, 


These Fine HEINZ Fruits and 
Vegetables Available in 
Institutional Sizes... 


Apples 
Apple Sauce 
Apricots Halves 
Lima Beans 
Cut Green Beans 
Whole Green Beans 
Sliced Beets 
Whole Beets 
Diced Carrots 
Sliced Carrots 
Sour Pitted Cherries 
Fruit Cocktail 
Cream Style Golden Corn 
Whole Kernel} Corn 
Peaches Halves Freestone) 
Peaches Slic ed (Freestone) 
Peaches Halves Cling) 
Peaches - Sliced Cling 
Bartlett Pears Halves 
Sweet Peas 
Pineapple Tid Bits 
Sliced Pineapple 
Spinach 
omatoes 
Tomato Paste 


HEINZ FRUITS » VEGETABLES 


se It’s Heinz 
You Know It’s Good Becau 





The All -Family Drink... so pure, 


so good, so wholesome for everyone! 








eres 


i 


Jou tke 1t... tt likes YOu dl 


GET A FAMILY SUPPLY OF 24 BOTTLES. 
Buy 7-Up by the case. Or get the 
handy 7-Up FAMILY PACK. Easy- 
lift center handle, easy to store. 
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.».CUt food cost by serving 


PREMIUM 
SALTINE 
CRACKERS 


in handy moistureproof packets 





You'll be cutting food costs by reducing waste when you serve 
PREMIUM SALTINE CRACKERS this new modern way. 

@ Each package contains the right-sized portion for the average serving. 

@ Fresher ...no waste caused by staleness or sogginess ... always fresh and oven crisp. 

@ Less breakage...no waste in handling unused loose crackers and bottom-of-the-box pieces, 


@ Kasicr to handle...saves time and assures faster service and more appetizing appearance. 


TREATS f BRS S CRACKERS ibs s 7 CRACKERS 
less than 1/,¢ [Ay >, less than 2¢ A > Sle only 1¢ 
per serving eM! §=6per serving al per serving 





SEND FOR NEW FREE BOOKLET National Biscuit Co., Dept. 23 449 W. 14th St., New York 14, N.Y. 
packed with ideas on how to increase sales Kindly send your booklet 
and cut food cost with NABISCO prod- 
ucts including: PREMIUM Saltine 
Crackers * FOUNTAIN TREATS e¢ Organization 

DANDY OYSTER CRACKERS «+ 

RITZ CRACKERS + OREO Creme 

Sandwich * TRISCUIT Wafers @ . City Zone Stat 


1 PRODUCT OF ; NATIONAL BISCUIT COMPANY 


Name 


Addres 





Announcing 


for Continuous Acid Neutralization in Peptic Ulcer 
Comparable to Drip Therapy 


. 
For the hospitalized patient with peptic ulcer, Nulacin tablets pre- 
sent a distinct advancement in therapy. They achieve continuous 
neutralization of the gastric contents — the sine qua non of success- 
ful peptic ulcer treatme nt — with a new simplicity and convenience 
appreciated alike by patient and hospital personnel.! 

Placed between the gum of the upper jaw and the cheek, and 
allowed to dissolve, the Nulacin tablet slowly releases its acid- 
combining ingredients. Thus its maintained antacid effect is com 
parable to that of continuous intragastric drip, but is free from the 
disadvantages and inconveniences of the latter. 


Lozenge-shaped and of proper hardness for convenient retention 
in the buccal sulcus, each Nulacin tablet is prepared from milk 
combined with dextrins and maltose and incorporates 

Magnesium trisilicate 
Magnesium oxide 
Calcium carbonate 
Magnesium carbonate 
Ol. menth. pip. 

The tablet is unusually palatable and each tablet provides ap 
proximately 11 calories 


For the treatment of active ulcer, the patient should be in 
structed to suck Nulacin tablets, two or three every hour, begin 
ning one-half to one hour after each meal. The efficacy of the tablet 
is greatly reduced if it is chewed and swallowed. 

Nulacin is available in tubes of 25 tablets through all service 


drug wholesalers. 


1. Douthwaite na av A.B he Control of Gastri« 
July Zé 14 


Douthwaite, A edical ‘Treatment of Peptic Ulcer, M. Press 227 


HORLICKS CORPORATION - Pharmaceutical Division 


Racine, Wisconsin 


GASTRIC ANALYSIS. Superimposed gruel GASTRIC ANALYSIS. Same patients, two days 
fractional test-meal curves of five patients with later, showing the neutralizing effect of sucking 
peptic ulcer free HCI Nulacin tablets (three an hour) free HCl 
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Ohio developed the first practical manu- 
facture and purification of Cyclopro- 
pane, It meets the requirements of U.S.P. 
Its quality is constantly high and uniform. 
Cylinders are rigidly inspected, cleaned, 
reconditioned and sealed for protection. 


be ig eh Ry, 
1 eet 
. < ss . 


anesthesiologists 
and 

anesthetists 
prefer 


Cyelgorpe 


SE Siesuadeble Sorin 


A complete service network — more 
os je 500 dealers and 31 branch offices 
— continually aware of your require- 
ments and ready to fill. your needs 


- promptly and efficiently. 


Available upon request — Booklet No. 243, 
listing reprints on analgesia and anesthesia — 
Medical Gases Catalog No. 2040. 
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Ohia Medical GZ es 


Oxygen * Nitrous Oxide * Carbon 
Dioxide * Cyclopropane * Ethylene 
Helium and mixtures * Laboratory 
Gases and Ethyl Chloride . . . and 
Trimar (trichloroethylene U.S.P.) 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. 
Medison 10, Wisconsin 


On West Coast: Ohio Chemical Pacific Company, 
San Francisco 3 


In Canada: Ohio Chemical Canada Limited, Toronto 2 


Internationally: Airco Company International, 
New York 17, N.Y. 


(Divisions or Subsidiaries of Air Reduction Company, Inc.) 








Here are some recent 
purchasers of the new 
Royal hospital room furniture 


New England Deacon Hospital 
Boston, Massachusetts 
Vercy Hospital 
Durango, Colorado 
Beth Israel Ho pital 
New York, New York 
Warren General Hospital 
Warren, Pennsylvania 
Meharry Medical College 
Nashville, Tennessee 
Rest Haven 
Chicago, Illinois 

cal College of Virginia 
Richmond, Virginia 
gden Memorial Hospital 
Elmira, New York 
Vay Scott Hospital 
Chicago, Illinors 
St. Luke’s Hospital 
Fargo, North Dakota 
Green County Ho pital 
Monroe, Wisconsin 
Muscogee County T.B. Hospital 
Columbus, Georgia 
Sacred Heart Hospital 
Yankton, South Dakota 
Corning Research Ho pital 
Corning, Arkansas 
St. Anthony's Hospital 
Las Vegas, Nevada 
Culver Ho pital 
Crawfordsville, Indiana 
Provident Hospital 
Chicago, Illinois 
Madison Sanitarium 
Madison, Tennessee 
Vurray Hospital 
Murray, Kentucky 
A & I State I niversily 
Nashville, Tennessee 





Everything adds up 


The big news in hospital room 
furniture is the big plus from Royal! 
Exclusive custom features make 
Royal an overwhelming choice 

in any comparison test. This quality 
plus is apparent even in weight 
—Royal outweighs other hospital 
furniture because it has more 
features and heavier gauge steel! 
Yes, it all adds up to one conclusion: 
see Royal before you choose. 

Tell us your requirements and write 


for free literature today. 


There's a bigger difference in 


quality than there is in cost 


ROYAL METAL MFG. CO. 


175 North Michigan Avenue, Dept. 94, Chicago 1 


Fact es: Los A eles + Michigan City, } ana 
+ Walde N.Y. « Galt, Onta 
a + Los Angeles 


+ New York City 


Another Royal plus! 


No. 1450 OVERBED TABLE 
Portable vanity, reading rack or bedside 
instrument table with rubber scuff 
guards that protect the finish of the 
smart island base. 14° x 30° Formica top 
adjusts from 29° to 45” high. 2” ball 
bearing casters. Vanity compartment 
with mirror and removable porcelain 
tray and reading rack double-hinged for 
use from either side. Stainless steel 


tray optional 


metal furniture since ‘97 





Come see us in Room 652 
Tri-State Hospital Show 
PALMER HOUSE, CHICAGO 

May 4 thru 6, 1953 
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Worrying about bruised walls | 
" C 


alistre 


v4 


color is fused to underside = 


Astounding but true, Kalistron-covered walls, even after vears of a 


bruises or scrapes. Records at leading hospitals hotels, schools 

buildings prove it. Miraculous? Here's the secret: Kalistron is different. it’s made 
fusing color to the underside of clea upel tough plastic sheeting. No surface 
can get at that underside color. 

Also, that underside feature means wonderfully rich color-c pth As a result, Kali 
walls are more beautiful to start with. And that beauty lasts! You get big saving: 
wall maintenance costs. 

| xceptional also for upholstery, with 3-way-stretch fabric-backine. Available in 

| 


cial colors for harmonizing of walls, furniture and decorations. 


trl, 
UU CLE 


tor detailed intormation 


Address: United States Plywood ¢ orporation, Dept. J 


55 West 44th Street, New York 36. N. Y. 





why have 


1742 


hospitals 


switched to 


ANGELICA y 
OPERATING ROOM APPAREL 


because 

hospitals have proven, through their own tests, 
that Angelica operating room apparel lasts longer. A 
large Southern hospital reported, “Angelica’s surgeon's 
gown after72 rugged launderings was stillin good shape.“ 


because .. 

Angelica places great emphasis on the sur- 
geon's comfort. (1) roomy raglan sleeves allow the 
surgeon freedom of movement, (2) tunnel belt pro- 
vides snug fit 


because... 

Angelica realizes the importance of sterility 
in operating room apparel. (3) the ample overlap of 
back panels, (4) the 54-inch finished length for full cov- 
erage and (5) the perspiration absorbent double stock- 
inette cuff 


because... 

of the many other fine Angelica features in- 
cluding (6) the indestructible “Green-Line” tape, bar- 
tacked to prevent ties from tearing off and (7) rein- 
forced yoke at greatest strain point 


because... 
Angelica's fine quality exclusive fabrics ore 
available for immediate delivery at low, low prices 


Call your Angelica representative today because he 
has all the answers to your hospital apparel problems. 


Lael ANGELICA SURGEON GOWN... STYLE 606 
wr cltica «im 
1G. Pra 


NIFORMS BWaL <2 


e78 


48th, New York 36 e 177 


? St. Fran s Xavier 
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i in ATOLOGY 
DEPARTMEN ae — ae 
7 ee. a. Each tablet contains 
ae + Crystalline vitamin By2 
cnt Repor U.S.P., 6 meg.; and 
Cl inical Intrinsic Factor, 30 mg. 
(a completely new in- 
trinsic factor prepara- 


— 









iven , 
} ® tablets g tion 40 times more 
Biopar powerful than previ- 
Laced ously used Armour in- 
.@) ral ly have rep trinsic factor extracts). 





in all 





previously 





conditions 





amenable only 





considered 






tamin Biz 






Lo injected vig 






TUL 





~erge 







30 TABLETS — 


= 310 PAL 





FOR ORAL USE 






CHTABLET CONTAINS 


BSING WITHOUT PRESCRIPTIO. 
aMOUR LABOKATORIB 
sheuue ano ( cure aon 






. 
- =—4e08 


<< 2 a 






Biopar tablets are therapeutically 
equivalent orally (in the dosage 
range employed) to parenteral vi- 
tamin B12. Supplied in bottles of 30. 









THE ARMOUR LABORATORIES 


A DIVISION OF ARMOUR AND COMPANY + CHICAGO1I. ILLINOIS 
worldwide dependablity 
PHYSIOLOGIC THERAPEUTICS THROUGH BIORESEARCH 










| more than ever before- 
NOW! VOUR BEST BUY! 


in 
Granite Gray 


Black Japan | 


Model No. 183 


or ECONOMY MINDED BUYERS! LOOK! 
2 Look at Garland! Improved design .. . 
Stainless Steel steps up operating efficiency, reduces 
maintenance to a minimum! New fea- 
tures... provide greater convenience, 
even greater flexibility! Hngineering 
advancements . . . insure top perform- 
ance and even longer life! And now you 
have your choice of three finishes: Black Japan, Stainless Steel, 
and our new glamorous Garland Granite Gray! 
Choose Garland in the exact arrangement of open grate, 
griddle, and Spectro-Heat hot top sections you want. Leading 
restaurant equipment dealers everywhere recommend and sell 


° : “Sarg z 
Automatic Garland. All Garland Units Are Available in Stainless Steel and 
equipped for use with manufactured, natural or L-P gases. 
See Garland Booths 369-370 AGA Combined Exhibit National Restaurant 
Convention and Exposition May IIth to 15th, Navy Pier, Chicago. 





Oven 


® oe Heavy Duty Ranges ® Restaurant Ranges ® Broiler Roasters © Deep Fot Fryers * 
ig fing Broiler-Griddles ® Roasting Ovens © Griddles © Counter Griddles ® Dinette Ranges 
PRoDUcTs DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 
2 Nearer RaMtES In Canada, IT'S GARLAND-BLODGETT, LTD., DISTRIBUTORS, TORONTO, ONTARIO 
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Canned vs. Frozen 


Question: | am interested in obtaining 
information concerning the comparative 
factors regarding the purchase of canned 
fruits and vegetables as against the 
frozen fruits and vegetables. If you have 
any information concerning this problem 


| would be very grateful if you could send 
it to me.—L.R.F., Ark 


ANSWER: Many considerations must 


necessarily enter into any decisive 


rd to this 
ot the 


recommendations with 


The 


rega 


query cOMparative COSI 
produc t 1S 


The 


frozen 


conside rations 


canned the 


ot these 
of stora 


every 


but one 


' 
mattet ge facilities is another 

institution 1s equipped 
ot 


per 


ilm«e St 


r the stor 


means f 


( inned 


with 


proper ipe 


irems in quantity, thus 


mitting advance purchasing often at 


onsiderable financial advantage. The 


frozen item, on the other 


more CXPCNsive StTOrape 


type with which few hos 


pitals it =: present 
The 
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Distributing Drug Charges 


Question: What is considered the proper 
and most economical to distribute 
charges for drugs purchased to various sta- 
tions in a 150 bed hospital which does not 
have a stores clerk or a pharmacist? We 
do have a perpetual inventory system.—T.J 


Ore 
ANSWER 


way 


The thought of a 150 bed 
hospital operating without 
cold 


full-time phar 


a pharma 


cist rather leaves me since our 


100 bed hospital has a 


macist, who has proved to be of great 


value to the hospital and his depart 
ment However, I once operated a 
hospital where we did not have a 
pharmacist, nor did we have a stores 
clerk, but were able to handle the 


drug charge distribution in the follow 
ing manner 
The 


maintained on a perpetual inventory, 


drugs in the drugroom were 
and all drugs ordered from the depart 
requisitioned in writing 
of 1 


ai 
rector of nurses, dispensed the drugs 


ment were 


The director nurses, Or assistant 
to the various departments. Each week 
the requisitions were priced by office 
personnel, and posted to the perpetual 


inventory system 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
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pital, Willimantic, Conn.; A. A. 
Aita, San Antonio Community 


Upland, Calif.; 
Fisher, Thayer Hospital, Waterville, 
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by departments, and total costs were 
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obtained by departments, thereby en 


abling us to make the necessary de 


partmental charges in our month-end 
reports 

We then had a patient's drug charge 
slip, which was filled out each night 
after midnight, by the 11 p.m. to 7a.m 
charge nurse on the floor, from the 
patient's chart, where all drugs given 
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for the previous i hours were listed 


These slips were priced in the business 

office the following morning and 

posted to the patient's account 
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used 


a method is basic, and could 
there was 
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be whether or not 
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tioned because the use nurses 


for these they 
come the nearest to the essential quali 


fications for a person who ts handling 


drugs 
1 would like to go a step farther 
however, and urge that any hospital 


of 100 beds or over give serious con 
sideration to obtaining the services of 
a pharmacist 

Even a part-time agreement with a 
pharmacist employed in one of the 
local drug stores is better than no 
pharmacist at all, and his services will 
be more than paid for by the good 
that he can do for the department 
Besides dispensing drugs, he can be of 
infinite value in cooperating with the 
medical staff in establishing a stand 


ard formulary stock 
ot 
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in preparing a 


antidotes and solutions in com 


prescipuons, and mn main 
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Another of the important functions 


of the pharmacist is purchasing. This 
is a time-consuming task, and must 
be conducted by a person who is well 
versed in drugs and their uses. The 


pharmacist is the most logical person 


for this 

The pharmacist will also inspect 
ind SUPCrV Ise the handling ot drugs 
Therefore, | urge all administrators 


who hestitate to em} loy a pharmacist 


because of the cost involved to realize 
the pharmacist can justify his salary 
many times over, in his service to the 
hospital——-REX VON KROHN, Mem 
rial Hospital, St Joseph, Mtel 









any hospital... 


cut maintenance too! 


In times like these 











Double-Hung 
B®) 
sonra | CBCO 


CECO STEEL PRODUCTS CORPORATION ae 
j 
/ 

/ Io corpsttuchh ” product 


LEO ENCINEERING 


DIVCTONCE 











BAKELITE 


4 


“ne 


eep up Appearances 
Cut down Care 








COMPANY { Division of Union Carbide and Ca 


ron Cory 





“Flexachrome” Floors installed in 


The Chicago Screw ¢ ompany Cafeteria, Be llwood, Ill 
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Something that is 


with every ARMSTRONG 
BABY INCUBATOR 


& Ten years ago—but only after several years 
of experimental work and hospital testing— 
the first Armstrong X-4 Baby Incubator was 


sold to a hospital. 


Since then, over 17,000 X-4 Baby Incubators 
have been delivered to hospitals in the U.S. A. 
and 67 foreign countries. This, we believe, 
spells EXPERIENCE. But there has never been 
one cent of the cost for this experience included 
in the price of the X-4. 

Almost anyone could manufacture a baby in- 
cubator and perhaps even match the low price 
of the X-4. But no one can match the experience 
that goes free with every Armstrong Baby 
Incubator. 


You never miss the troubles you don’t have. 
But there’s no reason for taking chances. If 
you want to be SAFE—if you want to be SURE— 


é . if you want EX PERIENCE— buy the Armstrong 

X-4 (Nursery type) Baby Incubator. Itis backed 
To thousands of hospitals and 
doctors all over the world, the 


t f ? . 
pene 6° © any Sacenate --and is still sold at the same low price. 
suggests only one thing—the 

COUNCIL ON 


ds Armstrong X-4 
= Gide 
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THE GORDON ARMSTRONG COMPANY, INC, <u’. 


Division JJ-1 Bulkley Building, Cleveland 15, Ohio ¢ 


. 


Distributed in Canada by Ingram & Bell, Ltd. ~~ /3 
Toronto + Montreal + Winnipeg + Calgary + Vancouver CSAS, | F 


by over 17,000 incubators’ worth of experience 


“APPROVAL ‘ 
y gg 


* NO 7307 _* 
“Back of every Armstrong X-4 Baby Incubator is over 17,000 incubators’ worth of experience.” < ws 


© The Gordon Armstrong C 








REORGANIZATION PLAN 


A big wind is blowing down here in Washington. Bills, 
reorganization plans and investigations fill the air. When 
they settle down, it may well be that only one will be of 
any lasting importance—the creation of a new cabinet de- 
partment to handle health, education and welfare matters. 


There is nothing new about the plan to elevate Federal 
Security Agency to a cabinet level department. Actually 
this was one of the Republican ideas, buried in the political 
and economic upheaval of the early Thirties. The news 
is that the change finally is taking place. The American 
Medical Association’s house of delegates, meeting here in 
special session to discuss the new federal department, not 
only approved the idea but actually became enthusiastic 
after the plan had been fully explained; in advance, there 
was some thought that the A.M.A. might decide to fight 
creation of the Department of Health, Education and Wel- 
fare. (For details of what the new department will contain 
and how it will operate, see page 73.) 


HEALTH BILL 


Some interest has been aroused in Congress on two other 
measures that would be of great interest to hospital people. 
One is the proposal of a group of Republicans in House and 
Senate for the federal government to underwrite extension 
of voluntary health plans, setting up a financial framework 
in which hospitals could operate on a reasonably secure 
basis. It would closely follow recommendations of the Tru- 
man Health Commission, whose report was published a 
few months ago. 


The bill is similar to one introduced four years ago, 
but it has some additional provisions. The new bill 
would emphasize construction of diagnostic facilities and 
health centers with Hill-Burton funds. To make federal 
money available for this purpose, the maximum annual 
H.B. authorization would be increased from $150,000,000 
to $175,000,000. (For the last three years Congress has held 
a tight fist on H.B. funds, appropriating only about half 
the presently authorized $150,000,000.) The bill also would: 


1. Put a special tax of not less than 3 per cent on family 
incomes up to $5000. The federal government would dis- 
tribute the money to states on a population-income formula 
similar to Hill-Burton, ensuring more per capita in grants 
to poorer states. The U.S. dollars, plus varying amounts 
from the states, would be used to (a) pay hospital and 
other health insurance premiums for low-income families, 
and (b) make long-term, interest-free loans to help in estab- 
lishing health service insurance plans. This is one of the 
new features of the bill. 





2. Require states, working through a health council, to 
set up health regions and areas, each serviced by hospital, 
medical and surgical insurance plans. The plans would have 
to guarantee diagnostic examinations, 30 days’ hospitaliza- 
tion (including nursing care), and x-rays, drugs and ap- 
pliances. 


3. Offer U.S. funds to assist in establishing and main- 
taining adequate public health services. 


4. Pay medical and dental schools $500 for each student, 
plus an additional $500 for each student in excess of normal 
enrollment. Degree schools of nursing would receive $200 
for each student, plus the high incentive of $1000 for each 
additional student. Diploma schools of nursing would get 
lesser amounts, and all “health science” schools could apply 
for grants of up to 50 per cent of construction costs. 


5. A 20 year program for expanding hospital and other 
facilities would be undertaken on the recommendations of 
a federal health study and planning commission. 


In the Senate, the new bill is sponsored by Senators Ir- 
ving Ives of New York and Ralph Flanders of Vermont. 
House sponsors are Robert Hale of Maine and John Javits 
of New York. When the idea was first introduced in 1949, 
there were a dozen more sponsors. Many of these have 
trailed off in other directions, while a few are no longer in 
Congress. 


There is no indication whatever that this plan will have 
support of Senator Taft, Speaker Martin or other administra- 
tion leaders. A reasonable assumption is that, even should 
hearings somehow be arranged on either side, the bills will 
not come to a vote this session. The thing that should win 
a measure of public support—the fact that these bills would 
carry out the Truman Commission recommendations—will 
at the same time be a detriment in Republican top circles, 
where the commission report is not on display. 


NURSE SCHOOL BILL 


A bill with better prospects is the familiar Bolton Bill 
extending financial help to nursing schools only, the fourth 
or fifth version of which has been introduced by Rep. Fran- 
ces P. Bolton, Ohio Republican. 


Mrs. Bolton has patiently and persistently used every 
legislative and conciliatory device at her command to ad- 
vance this idea. She has succeeded to such an extent that 
there is not much more room for compromise. It now is 
pretty much a question of whether Congress does, in fact, 
want to use federal money to stimulate nurse education. 


Although consistently rebuffed herself on this bill, Mrs. 
Bolton’s patient, determined attitude has won over many 











former critics. It has only a chance—but if there is any 
dramatic military event that chance will be a very good one. 


Explaining the bill on the House floor, Mrs. Bolton re 
cited the well established need for more nurses, including 
the fact that a minimum of 65,000 more are required im- 
mediately to meet even the minimum demand. Then she 
added this comment, which so many nurses look for—but 
seldom find—in official pronouncements on this problem: 


“I am well aware that nursing could be made more at- 
tractive were hospitals to revamp some of their working 
hours and conditions. I am well aware that when the nurs- 
ing profession agrees to certain changes in the training pro- 
grams now being tried out—when the results of certain ex 


periments in content and timing of curriculums are avail- 
able—that a little of the burden will be lifted in many places. 
I am also certain that doctors, too, must readjust themselves 
to new ways of covering the care of their patients, who, in 
turn, must be ready to do their part too.” 


Under Mrs. Bolton’s bill, $5,000,000 would be earmarked 
the first year, $10,000,000 the second, and $15,000,000 the 
third. States would administer the program, and payments 
would be on a sliding scale for various types of schools- 


degree, diploma and practical nursing. 


V.A. 


A new investigation of Veterans Administration, with 
particular reference to hospitals, already is under way, even 
before any official answer has come to the question of 
whether the Booz, Allen & Hamilton survey was worth 
the $605,000 it cost. 


The new investigation will be on a relatively minor scale; 
there is no possibility that it will be as thorough or pains 
taking as the B.A.H. study. It will be done on $50,000 by 
the House veterans’ affairs committee. Three subcommittees 
have been named to do the work, with Rep. Pat Kearney 
(R.-N.Y.) heading the investigation of hospitals, Rep. Ross 
Adair (R.-Ind.) the administration and finance study, and 
Rep. William Ayres (R.-Ohio) the investigation of housing. 


Mr. Kearney has already indicated he expects to plow a 
lot of hospital ground. He started out by asking a number 
of experts to come to an executive session and suggest ques- 
tions to be asked of the V.A. hospital managers. On the 
basis of these questions, the hospital subcommittee should 
be in a position to ask key questions. Of particular interest 
will be the relation between V.A. and private costs per pa- 
tient day, the extent to which the pauper oath has been 
abused in admitting nonservice-connected cases, and the pos 
sibility of a more efficient coordination of V.A. and military 
hospitals. 

Pat Kearney is a National Guard general. He knows the 
military and the Veterans Administration, possibly as well 
as any member in either house. He is active in veterans’ 
associations, but he has not displayed the same pro-V.A. 
coloration that has compromised so many other lawmakers 
who have attempted to study Veterans Administration. 

Mr. Kearney knows how to get the facts, and so far he 
has indicated he will get them. What use is made of them 
after that, by the full committee and the House, is another 


matter, 


BUDGET BUREAU 


Veterans Administration is coming in for attention in 
other ways, too. At a hearing before the House veterans 
affairs committee, a spokesman for the Bureau of the Budget 
gave his idea of the root of some of V.A.’s financial troubles 
in the medical department. 

Fred A. McNamara, the bureau’s hospital expert, said 
V.A. refused to hold down its expenses last year to the level 
indicated by Congress. After Congress had adjourned, and 
there was no hope for an additional appropriation, the 
agency instituted its cuts, which provoked complaints from 
veterans’ associations and physicians participating in the 
home town fee program. 

When the abrupt economies were hurting services, V.A. 
asked for funds to be appropriated early this year, which 
would allow for a relaxing of economies. Two requests were 
rejected by the budget bureau, the first for $23,000,000, the 
second for $16,700,000. The final request, for $6,000,000, 
was approved by the bureau. This—minus a million dollars 
V.A. would get from other sources—was also approved. 

With the $5,000,000, V.A. is staffing six new hospitals to 
be opened before the June 30 end of the fiscal year. The 
remainder will be used for travel funds and to restore some 
of the cuts in the physician and consultant program. 


NOTES: 


American Legion and several professional associations are 
attempting to reach an agreement on nonservice-connected 
care in V.A. hospitals, but they have not, at this writing, 
been able to get much closer together. The associations now 
are reviewing the facts and their separate positions and will 


try again at a later date. 


F.S.A. Administrator Hobby, probably more so than any 
other Eisenhower executive, has found it almost impossible 
to dislodge civil service people from policy making jobs and 
replace them with officials sympathetic with her views. The 
administrative structure of the new department she will head, 
plus the President’s order removing a few hundred jobs from 
civil service protection, will make life easier for her. 

The state governors’ conference—preponderantly Republi- 
can—will help shape the work of the new commission to 
study state and federal relationships in such areas as schools, 
hospitals and medical programs. 

Another study of social security is being undertaken by a 
subcommittee of the House ways and means committee. Al- 
though at first this group appeared to be set up to stop 
rather than initiate legislation, its chairman, Rep. Carl T. 
Curtis (R.-Neb.) is bearing down on his assignment and 
may come up with a series of revolutionary recommenda 
tions. One prospect is that a number of programs would be 
returned to all-state financing and control. 


By accident or design, there has been a noticeable change 
in the doctor draft situation since the first of the year. For 
one thing, there was a long delay in introduction of the law 
to amend and extend the doctor draft law, while departments 
other than Defense carefully looked it over. For another, 
President Eisenhower backed up recommendations of the 
Rusk committee and required the services to reduce their 
calls on doctors for the April-June quarter. 
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Ss oe IC CICCTITIC Y venerated between 
med practice and osteopathy will 
T Y nded with liscussion 
planning and probabil some mayor 

ICESSIONS ON be NM sides 

I} problem never seriously af 
tected me nul | became associated 
“ OS} iwi ! perm t¢ OSTeE 
| i nd tre patient 
lwo ( ft¢ cceptng pos! 
( Iministrator Of this hosptial 
' ' 
| applied for both personal and insti 

( member | ) e American 
He } i Assoc on The SSO; on 
nforme me tl such membershit 
{ ot ned be S< e nh 
| was f ered W he Ame 
Me ] l Asse vhicl {oe 
Cc] ny S} j N NOSE t | 
Se nomedical | ( 
on Tr ne f our OW 
' ( } pter j f rye ) 
( t low elat spe I lly to tl 
[ n 1 operation of cout 
publ hospital Se n j 8 of 
> j . j 











Hospital 


City lowa 


crimination, and it states In che 
management of such hospital, no dis 
crimination shall be made against the 


practitioners of any recognized school 
of medicine ind each patient shall 
have the right to employ at his ex 
pense iny physician ot his choice and 


iny such physician, when so employed 


by che patient shall have exclusive 
charge over the care and treatment of 
the patient; and attending nurses shall 
be subject to the direction of suct 


physician 

I clarity the reference to practi 
recognized school of 
shi ild De K ted that 


ind 


steopamhs chiropractors are 


licensed to practice in lowa, and their 


gynized here im the 


SCHOOIS ire rece 
tate as the law is written. The grad 
tes of these schools ire require 1 ft 


"The Missouri decision does not 
prevent a hospital board from ex- 
cluding an individual physician or 
osteopath from practicing in the 
hospital but makes it plain that any 
such exclusion must be based on in- 
dividual qualifications and must not 
reflect discrimination against prac- 


titioners of any ‘recognized school’. 






pass the same basic science examina 


tons as are required ot graduates of 


medical schools. It should be = stated 


here that only the osteopaths, among 
the nonmedical practitioners, to my 
knowledge, are practicing in county 
hospitals in the state It should also 
be stated that some of the 32 county 
hospitals in this state do have rec 
ognition with the American Hos 


pital Association and the American 
Medical Association, but there are mn 
osteopaths on the staffs of these hos 
pitals 

Thus ic is plain that the govern 


mental hospitals are in a peculiar situ 


ition, Caught between the contlictins 
forces of governmental and voluntary 
regulatory authorities, with the strony 
er of the two necessarily being the 
law nder which they operate 

From a legal standpoint, the Ame 
can Hospital Association and the 
American Medi il Association are 


within their rights being private vol 
issociations, in declaring wh 
regulations shall 


\ yvraduate of a cou 


INnCary 


bind their member 


idministration Who 1s nm the ame 
predicament as | am told me_ that 
ifter bringing this problem to hi 


course and director, he wa 


preceptor 


told, “If you can't ger the hospit il rec 





ognized leave it and take moter 

1 wonder if this is the way 
problem is to be solved? It seems 
me that the problem has reached such 
magnitude that more rea onable ind 
concerted thought should — be 
to it 

Wirhin the last six months here in 
he state of Lowa, in three separate 
county hospitals located in different 
parts of the state, there have been 
public disputes ibout the right of 
osteopaths to pr ictice in the hospitals 
Five Osteopaths Protest ‘Ban’ by Hos 
pital said a newspaper headline in 
one case Five Physicians Resign 
From Hospital aid another ind 
seven Quit Hospital Statt Said a 
third. In all three instances, the hos 


pitals were new and the organization 


was being completed for the hegin 
ning of operations when the flare-up 
came In the first hospital it was a 
matter of restricting medical staff priv 
ileges to five medical doctors. There 
ire five medical doctors and five osteo 
paths in the immediate area which this 
particular hospital serves. The news 
paper pointed out that the osteopaths 
served areas in the county comparable 
ro those served by the practice of the 
medical doctors. An interesting point 
in connection with this particular dis 
pute is that at a hearing that was held 
by the hospital board of trustees, the 
osteopaths were represented by their 
legal counselors, while neither the 
hospital organization nor the medical 
association was represented by counsel 
As a result of this meeting, the osteo 
paths were given the same privileges 
as the M.D.’s in the admission of 
patients. However, no medical statt 
organization had yet been established 
when I last checked with one of the 
board members at this hospital 

The situations which arose in. the 
other two hospitals were similar, al 
though the medical doctors resigned 
trom their respective statts in these 
cases, they continued to admit patients 
to these hospitals. The boards never 
iccepted their resignations. Recently 
an agreement was reached in one of 
the two hospitals, where only one 
osteopath was involved Under an 
iwreement among the medical staft, the 
board of trustees, and the osteopath 
the osteopath will be permitted to 
admit patients to the hospital and 
treat them there under certain stipu 
lated conditions: He may “care tor 
nonoperative obstetrical Cases and may 
repair injuries coincident with child 


birth Settlement of this Controversy 
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ONE DOCTOR’S OPINION 


pecan iage what he made clear 
were his own personal impressions 
ind opinions, Dr. Walter E. Vest of 
Huntington, W. Va., 
Federation of State Medical Boards, ad 


president of the 


dressed the 1954 Congress on Medical 
Education and Licensure on “The Osteo 
pathic Problem Following are excerpts 
from Dr. Vest’s paper 

On one hand, we have a group claim 
ing equal rights and privileges with an 
other group, and struggling to attain that 
equality without complying with the legal 
standards imposed on the other group 
On the other hand, the opposite group, 
ut least 10 times as numerous as the first 
group, demands the same standards and 
the same examinations for equal rights 
and privileges. To say a medical licensing 
board and an osteopathic licensing board 
can have equal authority and issue certifi 
cates of licensure on behalf of the state 
to do exactly the same things with exactly 
the same rights, privileges, duties and 
obligations is not only illogical but cum 
bersome, overlapping, uneconomical and 
just ordinary nonsense Plain common 
sense demands one licensing board, one 
set of standards and one examination 
when the licentiates as individuals are 


to be on a par with one another 


A large majority of present recruits 
to the osteopathic profession make the 
best possible use of the educational facili 
ties available to them and really try to 
do a good job Most endeavor to shake 
off the shackles of cultism and follow the 
paths of experimental scientific demon 
stration. In actual medical practice they 


adopt the procedures of regular medicine 


DOCTORS SHOULD HELP 

‘The objective of licensure of all the 
healing art is to ensure adequate medical 
care for the general population. Doctors 
should at least offer to help the osteo 
paths attain scientific medicine and more 
adequate training 

Osteopathic schools have forsaken the 


cult concept) of education and have 


adopted the scientific concept of expert 
ment and proof of results. These schools 
now approximate the unapproved {med 
ical} schools of a third of a century ago 
Chief weaknesses are lack of sufficient 
equipment and inability to secure satis 
factory teaching personnel, especially in 
the basic sciences. Despite these, a num 
ber of their recent graduates have fairly 
good training 

“What is an equitable basis for begin 


ning integration? Firse step should be 





ended nearly two months of confer 
ences and meetings between the trus 
tees and medical staff. Under the terms 
of this agreement, of course, the hos 
pital is not eligible for registration 
by the A.M.A. or for membership in 
the A.H.A 

From the hospital standpoint, it 
appears that the osteopathic situation 
is becoming a point of contention it 
such states as Michigan, Wisconsin 
Kansas, California and Missouri, as 
well as lowa. In Missouri, for example 
the law reads: “Osteopaths are licensed 
tO practice Osteopathy as taught at 
the Kirksville School of Osteopathy 
I have been told that most of these 
osteopaths are practicing in Out-state 
Missouri, that their strength is grow 
ing daily, and that today they practice 
ll branches of osteopathic medicine 
Iwo years ago, the Audrain County 
Hospital board of trustees, after fight 
ing the osteopathic problem tor many 
years, asked the circuit court of At 
drain County for a ruling on whether 
tax-supported hospitals must admit 
osteopaths as well as medical doctors 
to their stafts. The court ruled that 
all tax-supported institutions must 
idmit osteopaths to their stafts This 


case was referred to the St. Louis court 


ot appeals by the hospital and the 
Missourt State Medical Association 
In a decision published last Decem 
ber, the court of appeals he ld eT 
that the hospital rule excluding osteo 
paths from) practicing was “illegal 
unreasonable, discriminatory, void and 
of no force and ettect (2) that ostec 
pathic physicians and surgeons ar 
physicians and surgeons within the 
meaning of the Missouri stat 
lating their practice rights 
that osteopaths may take their patients 
to the hospital for treatment, “subject 
to reasonable rules and regulations pro 
mulgated by the ard of trustees of 
this hospital In its statement, the 
ippellate court took note of the tact 
that 21 per cent of physicians prac 
ticing in Missouri are osteopat 
Since this decision w 
down, the state medical 
has asked for a rehearing 
ippellare court If the reh 
lenied, the motion requests that the 
case be transferred to the state supreme 
court Bur, | do not see how the 
supreme court can do otherwise than 
render the same decision as the tw 
lower courts Mrs. Irene McCabe 
executive secretary of the Missour 


Hospital Association id recently 
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ON “INTEGRATION” 


composite boards These could have os 


teopathic representation in about propor 


tion to the numbers of osteopaths and 


medicine licensed in the state 


dox tors of 


when a composite board is formed and 


blanket all 


Subsequent applicants should 


should practitioners licensed 


it the time 
be licensed to practice medicine and sur 


gery in all branches, with equal rights 


ind privileges, on the basis of satisfactory 
achieved on the same examination 


Those 


teopathy 


candidates wanting to practice os 


without prescribing drugs and 


or surgery should be so licensed after 


passing if examination in basic scrences 


ind osteopathy alone, the latter being 


given entirely by the osteopathic members 


of the board. Licensure by endorsement 


of credentials should be discretionary and 


only on basis of tull licensure to practice 


medicine and surgery achieved by exam 


ination except in the case of osteopaths 


desiring tO practice without drugs and o1 


surgery 


POSTGRADUATE TRAINING 


The next step, which should follow 


immediately, should be the admission of 


medical so 


membership in the county 
creties 
Next step in full integration should 


be inspection and grading of the osteo 
pathic schools by the Council on Medical 
Education and Hospitals. Simultaneously 
with permission for inspection, the doors 
should be opened to these schools to ob 
tain teaching personnel from the regular 
profession and an earnest effort should 
be made by medicine to help raise their 
work, especially in the 
When an 


school is classitied as an acceptable med 


standards and 


basic sciences osteopathic 


ical school by the council, matriculants 
should be given the choice of graduating 
with degree of doctor of osteopathy or of 
medicine 

Full 


lutionary process and will require 


A chief difficulty 


integration necessarily is an evo 
a long 


time will be overcom 


ing the prejudices of diehards in both 


groups. But the osteopaths are here and 


they present a definite problem. It is ob 
vious that they actually are trying to 
move into scientific medicine. It would 


be better for them, for the doctors of 


medicine, and the populace generally to 





those osteopaths with full medical licen lend them a ‘helping hand’ rather than 
sure to postgraduate training in regular force them to ‘creep, and intrude, and 
medicine ind eligibility to ipply for climb into the fold 

Our otticers re leeply concerned Over ican Osteopathic Association At 


the prospect of approximately 25 hos 
pitals in this state losing their mem 
bershiy 1 the American Hospital 
Ass n is well as their accredit 
itdon f he new joint Commission 
Most of the | spital boards c ncerned 
in the state of Missour: have told me 
their hospitals wall comply with 
he law muterprete i | the court and 
permit Osteopaths to amit) patients 
Certainly all of us are concerned 

vith t ng standards of hospital care 
Mrs Mc he conch led but those 
f s who live where such laws are 


n our books are taced with the pre b 


m ot mplying 
Replying to a question raised during 
this vear conterence otf hk spital iSS( 
on officer Ly Charles Letout 


nea f the A.H.A. staff pointed out 
hat the Mussour lecision does not 
P ( at pl he rd from exciud 
nt livid | physic in r OStce 
| trom. practi n the hospital 
make | nm ti ny cn exciu 
on m be based n individual 
j ti } must me reti t dis 
mil I i hist pr ( toners of 
n re< ized sche This same 
p I \ el pl Sized he tift 
xt} conve n of e Amer 


July 1952, where a 


resolution was adopted protesting that 


Atlantic City in 


I reasonable 


0 public hospital rule 1s 
{if it} 


surgeons of the 


or in the public interest excludes 


physicians Or OSTCO 


pathic school of medicine solely be 


cause of the school of medicine to 


which they be long A spokesman ot 


this association further related that 


osteopaths “are licensed and permitted 
to practice in all 48 states The pus 
pose of the resolution was to back up 
State and local associations 1n Commu 
nities where osteopaths are still ex 
cluded from public hospitals, he added 

however 


Michigan 


set back on their resolutions last 


Osteopaths in 
were 


November 


by a4 to ] 


when voters in Bay City 


defeated 


referendum vote 
city 


allowed 


Bay City 


proposed amendment to the 


charter which would = have 


OSTCOT iths to practice at 
General, an approved municipal inst 
culminated i two 
City 


medic al 


The vore 
in Bay 


The trend tn 


rution 
year bartle 
practice in 


recent years has been toward speciali 


j 


fewer and fewer gradu 


medical 


with 


zation 


ires of schools going into 


general practice. This means that com 


under 20,000 inhabitants 





which rely largely on general practi 


easily become short of 
As the older 


has been found in 


troners, may 


medical doctors doctor 
retires or dies, tt 


many such communities in this area, 
the osteopath is moving in to establish 
his practice. Moreover, the osteopathic 
colleges are graduating more and more 
practitioners each year. Finally, under 
the existing draft laws some medical 
doctors are being drafted out of rural 
areas, even before they establish theit 
practices, while osteopaths are exempt 
except, of course, under the general 
draft 


Some authorities are saying that the 


laws 


trend toward specialization ts reversing 


itself and that more medical school 


graduates are poing into general prac 
compiled — by 
State 


tice From Statistics 


the college of medicine of the 


University of lowa, however, it was 
found that in 1940, 48 out of 70 grad 
nto 


1950, only | 


uates went general = practice 


In the class of graduates 
were Classified as general practitioners 
On this trend 
toward specialization has not reversed 


itself. At the 


evidence, at least, the 


same time, the osteo 


pathic schools are graduating thet 


largest Classes: There were 426 osteo 


pathic graduates in the United States 
in June 1952, and this year’s class, it 


is estimated, will reach a record 460 


educational 


Moreover, the require 


ments for osteopaths have changed 
years. An editorial by 
Williams, M.D., editor of 
County Medical Soctet) 
Bulletin of Kansas City, Mo., dated 


Jan. 26, 1952, discusses the curriculum 


of osteopathy schools and shows how 


in recent 
Vincent I 


the Jackson 


some of them compare with a recog 
nized college of medicine Are osteo 
paths studying the right subjects and 
enough hours to be practicing medicine 


M.D.'s) 


ire doing right now?” the 


ind surgery (the same as 
which they 
editor asks 

The 
munication from the 
Board of Medical 
president of the State Medical Society 
of Wisconsin, 
Wisconsin Medical 


195] 


editorial then reters to a com 
Wisconsin State 


Examiners to the 


as published in the 
Journal tor De 


cember including information 


on hours ot study in osteopath 


schools and grades made by physi 
cians and osteopaths on state board 


examinations (see tables) 
If one 
|) without having a preformed idea 


Bulletin 


might 


looks over this table ( Table 


is obvious,” the 
But, he 


putting in so many 


the answer 
editorial continues 
say, just hours of 
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i y ) if 
Table 1—Hours of Study ig fin 
rween Oster 
wills Collens - Onteopett . 1( Ors I be tween 
Ph irmacology and Materia Med 
s Angeles School of Osteopathy 
Pharr acology and Materia Medic 
City ¢ 
aco Dynami $ 2U hours 
Materia Medica and Prescriptios , 36 hours ipout mmittec = IScONSIN 
y ical Pharma ology 48 hours i . ‘ Cal SOC | 
Applied Pharmacology. . 54 hours 


ollege of Osteopathy af 
COMIUNS 


hicago College of Osteopa 
Pharmacology 
Ph adelphia College of Osteopathy 
Pharmacology and Materia Med 
of Wisconsir 
Medica 64 hours 


48 hours 2 hours 





C(HinkiIng 


iches tha 
kvery member 


personal 


is Dr. Mal 


he A.H.A 
id not think 
sital 
LOST till 
position in 
pr fession if 


uot whuicl lu SS a nsul } com teP Le n P 


Table 2—WISCONSIN STATE BOARD OF MEDICAL EXAMINERS 
Report of Examination at Milwaukee in July 1951 


> > 
( £ 
a Z 


2 r 


Marks of first five M.D.'s examined in July 1951 


80 80 85 8¢ 82 84 90 92 88 ) 86 8( 

80 78 80 70 85 80 90 92 82 - 90 86 80 
80 80 90 70 80 85 88 90 82 85 85 88 
80 8 82 75 85 80 85 93 81 y 80 90 80 
85 80 88 72 88 90 88 88 88 88 92 75 


81.0 79.6 85.0 73.4 84.0 84.2 88.5 90.1 84.2 85.8 86.6 80.4 
Marks of first five D.O.'s examined in July 1951 

B80 

86 

RS 

80 


80 
B85 


94 


84.2 706 85.0 84.6 852 82.0 89.2 90.4 93.0 89.4 866 864 
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MAIN ENTRANCE TO JANE G. PHILLIPS MEMORIAL 


HOSPITAL, BARTLESVILLE, OKLA 


THE MODERN HOSPITAL OF THE MONTH 


Bartlesville Is Prepared for Polio 


ARTHUR E. COLTRIN HOMER F. NEVILLE 
Administrator 


Architect 
>. Phillips Memorial Hospital Neville, Sharp and Simon 
Bartlesville, Okla Kansas City, Mo 


modern hospitals in the Southwest facilities for a rapidly growing com 
The hospital is located one and a half munity 


miles east of Bartlesville on an 11 acre Funds tor the hospital were provid 


ract in a new residential area over ed by the Frank Phillips Foundation 
looking a small lake to the south and Bartlesville acity of 19.228 pe pu 


he city on the west. This quiet, scenic l 


tion (1950 census), has within a five 
it¢ minimizes the ever increasing mile radius 27,000 of the 


COUNTY 
pre blem of parking and expansion of »? SOO 


residents { be asts of beins 


Left: Corridor between living room and bedroom in suite. Bathroom is 
off passage to right. Corridor leads into living room shown below 











Above: View of the main lobby. Below: Large ward for convalescent 
polio patients. Respirators were on display for visitors during open house. 


Isolation ward for polio 


cases. 


KEY TO FIRST FLOOR 


Administrator 
Director of nurses 
Patients’ room 
Nurse and utility 
Records 

Secretary 

Toilet 

Doctor's office 
Pharmacy 


C2enevrawn— 


+ pe 


—— a 


bd 
orrice 

















America’s Ideal Family Center” and 
its high per Capita INCOM IS due 
largely to its industrial, farming and 
cattle activities. Bartlesville, the county 
seat of Washington County, which en 
compasses 272,000 acres, already sup 
ports a county hospital of 130 beds 
thus giving the area an enviable ratio 
ot hospital beds of 5.7 per thousand 
The drawing area for general hospital 
ization 18 approximately 40,000 popu 
lation but much larger for polio care 

The Jane G. Phillips Memorial Hos 
pital, with a normal occupancy of 
100 beds, is of the conventional rein 
forced concrete construction used in 
completely fireproof buildings. Floors 
are of the joist and slab type with sus 
pended plaster ceilings, and the ex 
terior walls are of face brick backed 
up with hollow tile. Interior partitions 
ire of red clay tile, generally, and cov 
ered with sand finished plaster except 
that in areas where frequent washing 
is anticipated smooth plaster was used 
Semigloss enamel paint was used al 
most throughout 

The windows are all of aluminum 
with a bottom, hopper type of venti 
lating section only, inasmuch as_ the 


building is completely air conditioned 


The hospital presented here has 
been selected as The Modern Hos- 
pital of the Month by a committee 
of editors. Award certificates have 
been presented to the hospital, the 
architects and the state officials. 
A similar award will be made by 
The Modern Hospital each month. 


Staff dining room 
Cafeteria 
Dishwashing 
Kitchen 
Refrigerator 
Garbage refrigerator 
Receiving dock 
Issue 

Linen 

Incinerator room 
Dietitian 
Employes’ lockers 


FIRST FLOOR 
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irbon con 


Walnscots 


Above: Exercise space in the physical therapy department. Below: The 
corridor of the operating suite. Cystoscopy room is shown at right. 


A proyect 
with vinyl 
be { wall 


yrevent this 
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the furni 


KEY TO SECOND FLOOR 
Sitting room 

Bath 

Patient's room 

Waiting room 

Nurses’ station 

Utility room 

Toilet 

Emergency entrance vestibule 
Emergency operating room 
Emergency observation 
Central sterile supply 
X-ray 

EKG-BMR 

Office 

General laboratory 


KEY TO THIRD FLOOR 
Sitting room 

Bath 

Patient's room 

Waiting space 

Nurses’ station 

Utility room 

Toilet 

Pantry 





SECOND FLOOR 
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fe 


Pee 8 8 fer ee 
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Washing and sterilizing 
Pathology 

Pantry 

Linen 

Flowers 

Cleanup 

Formula room 

Suspect nursery 

Nursery workroom 
Nursery 

Nurses’ lockers 

Labor room 

Lelivery room 

Major operating room 
Cystoscopy 

Doctors’ lounge and lockers 
Fracture room 


Flower room 

Wheel chair and stretcher 
Linen 

Diathermy 

Hydrotherapy 

Exercise room 

Convalescent polio ward 
Acute polio ward 
Emergency polio operating 





I Only (one 
combination 

yhe fixtures « 
no center livhe 1x 
wardrobes a>. ourlets 


call 


door s well 


metal 
button ind 
corridor 

patient speaker system 

ind oa heating and air-conditioning 
of a very 


lavatory roe 


unit. With the exception 
few rooms ill have al 
Three suites are provided 


consisting of a bedroom 


ind shower! 
sitting room 
ind private bath with tub and shower 
The sitting rooms are so arranged that 
if necessary they can be 
The windows in the 


We rk 


length tra 


patients rooms 


patients rooms as well as in the 


ireas are covered with sill 


vcerse lraperi 


The soda grill pust off the main 


lounge and othices serves light lunches 


and ofters small items which patients 


or visitors may wish to purchase, such 


is Cosmetics, Magazines, Candy, tlowers 


Snack ivatlable 


idjacen 


ind pitts Service 1S 


either in the grill or on che 


terrace The pharmacy, under the su 


pervision of a registered pharmacist 
in addition to the usual dispensing of 


irugs do considerable 


equipped to 
manufacturing ncluding s« 
The soluti 


rhe hospital re located 


room, where all st 


following 


new concept in water steriization 1S 


immediately adjacent to the pharmacy 


{ 


ind 1s in cadirect with che 


ibe ve by 


connection 


central 


SCCTLIUZINE room) 


means of a dumb-waiter. The boile: 


house and laundry was built 


building 


listance from the hospital 


converted into 


dors pr duced by its 


equipment but ts reached through an 


enclosed passageway from the main 


building. It provides a central service 


t supply tor hot water heat, hot 


water, softened water and chilled water 


for air conditioning: it also houses 


pumps, Compressors transformers 


equipment and 


QOil is used to fire 


emergency lighting 
ventilation controls 
the boilers and electrical energy is put 
conven 


{ ike S 


empl yes 


chased The laundry 1s the 


which care 


hospital linens and 


tional small laundry 
t che 
uniforms 

The operating room. suit 
second loor of the hospit | plane 


tor the 


as were the 


| 


ultimate expansion t OO beds 


boiler house, laundry 


kitchen and all piping services. Two 


major operating rooms and two de 


livery rooms, together with cystoscopy 


ind fracture rooms, are its principal 


elements. Patients rooms for surgical 
CASS adjoin the 


one halt the 


operating rooms on 
floor, and ma 
halt 


ms and 


Sami 


rooms are on the other 


rogether with the delivery ro 


ternity 


mursery 
A tortunat 


made tt 


condition of 


possible to 


[ iphy 
emergency and ambulance 


widely separatt 1 from the visit 


trance and up one floor, close 


yperating rooms. It will be not 


the plans that ground level advantages 
floors Doctors 


ise either entrance and 


ire available on two 
may registering 
tions, buc the 


emergency entrance will probably be 


in boards are at both loca 


the one most used owing to its prox 





OUTLINE OF COSTS 
Total project cost in- 
cluding boiler house, 
laundry and passage 
and Group | equip- 
$1,661 ,943.15 


ment 


Groups II and III equip- 


ment 
Cost per bed 


Cost per square foot 


201,148.67 
18,630.91 
29.32 
Cost per cubic foot 1.97 


Total square foot area includ- 
ing power plant and laundry 63,541 


Square foot area—hospital 
57,756 


TT 


only 


Square foot area per bed 





imiuty te 


intersection of these 


Operating rooms, delivery 


emergency, are the auxilia 


ments that are a necessary adjunct 


functional Operation, central supply 


X-ray pathology ind laboratories are 


no further than a few steps trom the 


ircas they serve 


Food service is centralized and con 
means of heated and 


veyed by retriy 


erated Carts especially desiyned by the 
architect and staff. An adapted airline 
type of service to afford the maximum 


portion and 


control has 


temperature 
No tood other than 


soup and beverayes IS 


bee 1) inaugurated 


floor pantries 
divisions on 


veneral medi 


There are two nursing 


the third floor. one for 
cine and a wing directly above the op 
rooms tor the treatment of 
| 


erating 
both 


tients 


' 1 
cCONnVAlescent pollo pa 


high incidence 


icut¢ ane 
Because of the 
of poliomyelitis in this section of the 


state for several years there has been 


considerable need for beds 


nature. The only wards in the 


pital are in this wing because 


anticipated that most of the patients 


will be children. A small polio emet 


gency operating room is provided ad 


jacent to the ward for acutely ill pa 


rents. In this wing also ts the physica 


therapy department, with its exercise 


space, hydrotherapy and diathermy 


rooms and service facilities all ad 


joining the convalescent patient wat 
A large sun deck on the southeast 


of the building connects t 
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Job descriptions showing precisely who does wha€tnder 
whose supervision, plus the proper preparation for each 
job, are Huntington Hospital's answer to the expanding 


nursing needs and the increasingly obvious fact that— 


ONE NURSE 
can’t do 


EVERYTHING 


DE LORES J. SCHEMMEL, R.N. 


Direc tor of Nurs ng 
Huntington Memorial Hospital 


Pasadena, Calif 
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JOB DESCRIPTIONS 


GENERAL 
CLERK 
DEPARTMENT: Nursing 


SUMMARY OF DUTIES 
Performs a variety of routine clerical duties which may include 
sorting filing setting up mater al such as records charts 
charge tickets, letters. Tabulating and/or compiling such data 
as routine charges nursing ratic hours. medical charts, dismis 


sals, TPR's 


May answer personal and telephone inquiries, making referrals 
recording messages, giving nformation May assist other ac 
tivities by running interdepa tmental errands sending telegrams 


making menus, assisting with dismissal of patients 
May be re juired + type routine letters. memorandums. notes 
ind use duplicating machine. Performs other related duties as 
necessary 

SUPERVISION RECEIVED 
Receives moderate operational guidance from immediate su 


perior 


yoy 


PRACTICAL 


NURSE 
DEPARTMENT: Nursing 


SUMMARY OF DUTIES 
Performs several or all of the following duties 
Administers general care to patients including yral hygiene 
baths, toilet care, back rubs, cold and hot packs, lavages and 
gavages and assists with general care of newborn. Assists with 
keeping patients comfortable, lifting patients and equipment 
serving food trays Responsible for charting care personally 
administered 
May assist with preparing formulas for newborn, which includes 
weighing and moasuring ingredients following sterile proce 
dures. Runs errands to pharmacy, central supply, fountain 
Assists in maintaining orderliness and cleanliness of patient's 
room, nursing station utility room and kitchens. Cleans floor 


utensils and sterilizes when necessary in utility room's sterilizers 


Performs other related duties as necessary 
SUPERVISION RECEIVED 
Receives moderate operational quidance from head nurse 


and/or team captain 


WARD 


MAID 
DEPARTMENT: 
Nursing /Housekeeping 


SUMMARY OF DUTIES 
Performs part or all of the following routine activities Dusting 
polishing scouring hospital turniture. bathrooms. floors. kitchens 
gathering washing sterilizing and storing floor nursing utensils 
and equipment Distributes ice, linen and utensils to patients 


rooms. Performs other related duties as necessary 


SUPERVISION RECEIVED 
Receives moderate operation quidance from head nurse or 


assistant housekeeper 


NURSE'S 
AIDE 
DEPARTMENT: Nursing 


SUMMARY OF DUTIES 
Assists with general patient care, which includes giving baths 
back rubs, toilet care, cold and hot packs, serving food trays 
and ice water; making beds, and keeping patient comfortable 
by straightening bedding and lifting patient 
Assists in maintaining orderliness and cleanliness of utility rooms 
and kitchens 
Cleans floor utensils and equipment and sterilizers when neces 
sary in utility room sterilizers. Runs errands to pharmacy, cen 
tral supply. Performs other related duties as necessary 


SUPERVISION RECEIVED 
Receives moderate guidance from head nurse and/or tear 


captain 


WARD 


AIDE 
DEPARTMENT: 
Central Supply 


SUMMARY OF DUTIES 
Performs any or all of the following routine activities 
Checks, keeps current, and maintains at minimum level sup 
plies on hand. Makes up, autoclaves, stores and dispenses 
dressing packs, linen, drainage sets, catheterization trays, hypo 
dermic syringes, needles 
Cleans, stores soiled instruments, utensils and equipment; may 
deliver equipment and supplies requested by the floors and 
returns soiled central supply utensils. May wash, dry, test 
powder and pack hospital surgical gloves 
Issues and records equipment loaned; dispenses |.V. sets and 
solutions ordered. Receives and records messages for orderlies 
Helps to maintain the cleanliness of the department Performs 


other related duties as necessary 


SUPERVISION RECEIVED 


Receives general operational guidance from head nurse 


of 


central supply 


RACTICAL NURSE — 


SURGERY 
DEPARTMENT: Nursing 


SUMMARY OF DUTIES 
Acts as circulating nurse with the exception of sterile prep 
aration and technics. Assists with preparing operating room 
and does postoperative clean-up. Cleans operating tables, floor 
bucket stands, blanket warmers 


Performs workroom procedures of folding linen powdering 
gloves, assembling surgical packs. May give preoperative prep 
aration to female patients Assists with returning patients ¢ 
rooms. Performs other related duties as necessary 


SUPERVISION RECEIVED 


Moderate operational guidance from linical instructor of 


surgery 
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I sing service e} ments 
ip new problems. This seems 
De I r che Ws oF nature we 
ve ‘ p of problems b n 
CI new group of prob 
[ It is me ncommon heat 
nospt ind nursin KECI ves stress 
e need for difteret on of the fun 
ons of practi or vocational nurses 
\ ( I lore f training and 
es with less trainin ; equally 
ommon to hear the need stressed tor 
liffere! on of the luties Of Voca 
n nurs with a year of prepara 
Ol ind r re stered lurses wh« 
ive 1 at least the traditional three 
I t preparation 
IT’S NOT THAT SIMPLE 
W¢ sSOmcnOW } ive the idéa th if 
Ww ¢ s¢ } cieal fun onal list of 
1 es represent ny a distinct CleavaLye 
berween ne Various cateyvories in 
nursing Our nursing SCTVICC problems 
would lessen. We could then use the 
ssembly line technic tor service some 
! } ike Ne wasl feria some 
me illed tne min ¢ wash 
vhere the first man directs the car line 
he second vacuums the seat and floor 
f the machine the third soaps the 
rome ne fourth washes the Cal 
body the fitch iries the machine 
while the last man does the polishing 
Unfortunately, giving good nursing 
care isnt that simple because ous 
pr fuc s specialize { personal sery 
ce to people and not inanimate things 
the people whom we serve represent 
wide distribution in_ the types of 
lisease, deyrees of illness, and range 
of emotional factors involved 
Early in 1948 Huntington Memorial 
Hospital, Pasadena, Calit., offered seven 
ind one-half months of clinical pra 
ice experience to the students of 
Pas ien City CX lege Ss vocational 
nursing program, the first program of 
s kind to receive national accredita 
n on the West Coast. Since the 
nception of his program, we employ 
Ss many vocationa vraduates as are 
\ ble. When the program began 
A encouraged many aides who were 
| r nursing tall t Ke the voc 
onal ¢ rse We now ena of 4 
mpl niy vv Onal graduate 
lurses fron credited programs; how 
ve ve employ pp nts wh we 
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Carevory 


pensation of this personne! 

For specific dunes of routine 
nature such as central supply room 
work where a corps of personnel 
prepares and dispenses supplies and 

we use the untrained aides 


equipme nt 


ind give them on-the-job training 
prepare them to doa specific job All of 
the aides, whether they are employed 
for central supply room work, opera 
ng room supply room, delivery sup 
ply room, or work on the nursing 
service units, wear blue and white 
pinafores, and are compensated ac 
cording to the classification as set Ip 


tor this category of personnel 


\ third category of ancillary workers 
in the nursing service department are 
the general clerks, usually referred t 
is the ward clerks. Since the work of 
these empl yes 1s cleric il im nature 
they wear street clothes with hort 
white smock which not only identifies 
them as official workers on the unit 
but protects their clothing. Nearly all 
of our general clerks have had som«e 


business ex perience betore being em 


ployed in our institution. Each new 


clerk receives one week of intensive 
training on the job, learning not only 
what to do, and how to do the job, but 
why it needs to be done a certain way 


This training is under the direct super 


vision of a senior clerk who ts spec tally 


prepared and trained to do this teach 
ing job. The program was set up by 
our in-service Committee and 1s super 
vised by in in-service instructor 


The orderlies constitute the most het 
croveneous group and the least stable 
inasmuch as most of the personnel in 


the 


this category use position as 

Ste pping stone to a be ter p sition. of 
career. Preparation for this job 1s 
given on the job and is under the 


lirect supervision of the central supply 


SUPErVISOr 


PROGRAM IS NOT STATIC 


Art this time we hesitate to give for 


publication a so-called list of function 
for the various personnel categories in 
Our nursing service department be 1US¢ 
ur programs of in-service education 
for all nursing service personnel are 
not static and modifications are made 


to kee p them consistent with changing 


functions. For example, at the present 
time we have on our nursing Staff a 
few nurses aides who are not ready 
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Eighth-Graders Set the Stage 


for good public relations at Evanston Hospital 


EMILY STEBBINS 


Department, Evanston Hospita Evanston 


excecuti 
lies cve 
aministrat 
Bec LUSC¢ 
red news 
three-quarter page spread of pictures 
showing scenes trom the 
hospital audience 
he community of 70.000 was 
is reminded of he work whicl 
inston Hospital does 
For their play the chil 
present departments of 
re oftenest seen, 7 
lepartment X-Pay 
ment ccupational thera 
sonnel. With the skillful guidance of 
hers they gave the human 
ind amusing aspects of the hospital 
Combined with these were such facts 


Evanston Hospital is of 


' ‘ 


Children love to stick crayons up their noses, the student nurse assures a "mother" in the emergency room. 

















Vcr were 


Scene in the x-ray waiting room where the '‘lady patient" (seated) amused 
the audience with a recital about her gall-bladder troubles and the lad 
on crutches caused a laugh with his unusual gait and his bright red sox. 


the community For Evanston Hospital, the assembly 


1 to be a far-reaching 


with an educa program proves 


not closely ass public relations proyect——one whic 
hools learned that told the hos ta ry t all ives in 
eaching the Community and in addition gave 

Nh} le yc i new unde standing 

important work which thes 


1 


the occupational therapy scene, patients play games and do handwork, while a former patient brings a gift. 





Hospitals and Insurance Industry Speak Up: 


On Malpractice Liability Insurance 


’, Hospitals Must Be Protected at a Price They Can Pay 


HAROLD H. HINES Jr. 
Board of Trustees 
Michael Reese Hospita 
YROM the pom ot view of hos Chicag the public similat 
pitals, the problem of malpractice other private corporation 
lly th { Because of its philanthropic nature 


lability insurance is essentia 
immunity the 


ministrative one of charitable hospital must cons ler 
whether hospitals should bear t trom nevlig some other tacets of 
practice r whether t \ ! 1d ] ilthor problem beside the 

transter 1 some avency sticution that depends 
to bear the risk efficiently Il st llin if ly j tions from the community 


ically When carefully lyz h | leclared that th i it SETVES ¢ 
public relations when it refuses to c 


imnot ignore the damaye 


problem livides into a number 
sues which involve the type } 1 vhich d ind t i Int pensate persons injured 

pital, its patients and doctors, t ili u Mw , its negligence. This 

munity it serves, and also the insurance obligation of the nonprofit hospital t 
relieve its patients trom all constraint 


lemands that the hospital de every 


Companies if } re elected 1 is 1 titut } u from 


sume the risk sul i immune 
thing it Can to assist individuals injured 


HOSPITAL HAS A DUTY rita institutio ' is . is a result 


ircain a full life ¢ hospital firs 


of its lack of prudence t 


As a preface to this investigation, it with respect 
IS appropriate to consi ler brietly the tunds of a « iwwrees that these Ortant Consid 
{ , i juden erations, then it must « de whether tt 


question of whether or not hospital reache 
itselt 


s liable for “negligence” which USES harit wants to meet these 
injury CO Its patient C harye ot mal } nd to da socialization o or transfer them to s i Cy 


ot ; however, Maintains 


practice are based upon breaches 


duty Im pr sed by law The du the tion between the various types of he 


NATURE OF THE RISK 


hospital is to use ordinary public yovernment Betore the methods of meeting the 
ible re in providing table malpractice risk a developed, it 
nursing services to might serve 
cepts for treatment the nature of 
however, a principle of sense, risk means 
leclare | 

charitable institution could not rad ts < ‘ ill the , it d volving definite financial loss The 


lished which occurrence of an | red event in 


liable in damages f nevligent ac ulegatior 


of its employes and do s. Were tl 
not so, courts ld { 


ficult to discern that 
public aid would nm rons in lisease treated definitel 
tributed if their ultimate destiny the subjec inquiries regard quantity of risk Irgel presents 
to pay for litigation. ¢ haritable insti ing its negligence | more claims than medici foes. Dis 
tutions of all kinds would ultimately government hospital enjoys a peculiar eases requiring long confinement, or 


rl 


cease or become greatly impait { to discuss here impairing the patients ne rmal capaci 


{in immunity too involved to 
the profit hospital has obligations ties. involve added hazard. Additional 


their usetulness 
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langers arise with the therapeutic 1S¢ 


if dangerous physical or chemical 
ilarly 


Finally 


involved in the amount of experimen 


iyents partict X-ray equipment 


ind radium there is the risk 


research pr i 


nh meeting 
t De 


ot the risk tactors in the internal 


rf spital t actermine 


Elimination of d is one 


] ] ] 
most fundamental means available 


the malpractice risk 


he most neglected. An in 


past experiences within the 


hospital with regard to iccidents t© 


ind their resulting claims 


| 


both actual and 


Pp tients 


threatened—may indi 


ite Current practices which are n 


ducive to more claims. Examination 


fata derived from. other 


he spit ils 


5 est other possible ways of 


iding future trouble 
An analysis of 


bution of malpractice claims 


the relative distri 
indicates 
drugs and ice packs account 
claims 


that burns 
tor one-quarter of all 
j 


Surgical operations, including 


about 
inesthne 
tics and hypodermic injections, are the 


next most frequent basis for claims 


| 


diagnosis 


injury, and x-ray or radium 


while wrongful self-inflicted 


treatment 


ire prominent Causes of suits 


When a ly of the malpractice ex 
perience of the 


Stuc 
individual hospital is 


made certain things which are imen 


» administrative control wall be 


The 
supervision of hospital personnel 1s an 


consideration. If it is 


{ 


selection, training ane 


obvious not 


prohibitive ly expensive 


centralize 


an atte mp! to 


supervision ind 


personnel 
in eye to attracting the 


unskilled labor should 


control with 


most desirable 


be made 


REDUCE CAUSES FOR CLAIMS 


Another controllable factor 1s the 


protessional staff. Physicians and sur 


geons should be familiar with the 


causes Of malpractice claims so that 


they can be alert to the program of 


reducing them. They should avoid any 


comment which may provoke an un 


tavorable interpretation by the patient 


of the care received in the hospital 


for, Strange as it May seem signifi 


cantly large number of cases originate 


with careless word or action of a 
Nurses must ilso cooperate to 
There 


which are 


doctor 
reduce the malpr ICTICE hazard 


ire two essential elements 


significant in considering the malprac 
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One 


nurses in 


tice risk trom the nursing aspect 


is the proportion ot graduate 


relation to student nurses and aides 


the other is the supervision of nursing 


operations and performance Atten 


mn to these factors will have a posi 


} , 
tive influence on reducing claims 
It is the task of the hospital admin 


istrator to determine what proportion 


of the malpractice risk the hospital will 


bear, what portion it will attempt t 


eliminate, and what portion it will 


risk 
mentioned, the hospital 
risk 
the idea that it can legally defend itself 
The 


modified to a 


transfer bearers 


As has 


can no longer bear its 


to prote ssional 
been 
own with 


iwainst liability suits trust fund 


theory has been point 


2. “The Insurance Industry Is in the Squeeze’ 


where there is no absolute immunity 


from judgment in favor of charitable 


instircutions. Furthermore, it should be 
added that the nonprofit hospital can 
no longer claim that it is not respon 
sible for the wrongful acts of its phy 
sicians, nurses, technicians or other em 


The 


complexities of modern hospital care 


ployes courts now hold that the 


have created a case which did not for 
merly exist and that, even though the 
hospital receives no profit or advan 
tage co itself from what its personnel 
does, it must be responsible for its acts 

Hospitals formerly assumed their 
own malpractice risk with the thought 
beneficiary 


140) 


becomes the 


(ed n Page 


that one who 
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DON C. HAWKINS 


St. Paul-Mercury 
St 


casualty insurance industry 


HI 
finds today in the 


infla 


itself caught 


multi-sided squeeze of rampant 


tion, socialistic trends, excessive claims 


ind inadequate rates. It is no longer 


secret that Casualty insurance com 


panies have been losing heavily on 


insurance. In the single yeas 
stock 


an underwriting loss of 
$100.000.000 


liability 


LOS] the companies alone suf 


fered more 


than Their aggregate 
underwriting losses on automobile lia 
insurance for the six-year period 


$ 200,000,000 


bility 
1946-51 Less 


work 


another 


exceeded 


well known is the fact that 


mens compensation msurance 
large and important line, moved into 
the loss column several years ago, and 
The National Bureau of 
Casualty Underwriters reported for the 
19S], that all 


casualty 


is still there 


year ending Dec. 31 


companies entered to write 
ind surety business in the state of New 
York suftered a net 
for all lines of $91 


compan S 


unde rwriting loss 
407.093. In other 


words, these which write a 


business nationwide 


307.094 on 


our 


red $9] 


majority of 


went in the their 


underwriting experience 


j 


In order to understand the condi 


tion that led to these losses, however 


from an ad 


Associ 


( ondense ress presented to 


the Illinois spital ition, November 


Indemnity Company 
Paul 


we must consider what has been hap 
the two biggest casualty 
fields 


liability 


pening in 


insurance workmen's compen 


sation and These two lines 
are the biggest and they command by 
far the most public interest 


Unlike 


industrial 


most other businesses and 


enterprises msurance Com 


panies are not permitted to increase 


their rates at will to meet rising costs 
of doing business. They have long been 


regulated by state governments, and 


their rates—that is, sale prices—must 


stand the test of governmental ap 


proval. Therefore, confronted by rap 


idly increased losses with no prospect 


of improvement in the foreseeable 


furure, they have filed new rate sched 


ules with the state supervisory authori 


ties, in the that the new rates 


hope 


will be sufficient to take them out of 


the red and allow a small margin of 


profit 


From the facts and figures all of 


which are a matter of public record 


ind readily available for confirmation 


one might suppose that there would be 


nO question about imnsurance com 


panies being granted the rates they 


need to earn at least a small 


On the 
visory authorities are inclined to grant 


profit 
whole, I believe, state super 


not as much as the 


Page 


some Increases 
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Continuing the series on hospital modernization and expansion 


They Put Old Rooms to New Uses 


were Consistent h the present needs 
modernize the ta 


building commit services enough 
problems: How mucl to tak ur i further increase in 
{) he i? spit il 19? ) | in 1 i \ be mcre ] ind if necessa4ry 
00,000 t that oO what extent shou } r beds were added 
es and employes | { surgical ind none 
f 


bur later m 


Plan of the first floor, with the addition and remodeled areas shown in heavy lines. On this floor, the old record of- 
fice became the director of nurses’ office; the men's ward was converted into a children's ward; kitchen and dining 
room were moved to the basement (not shown) and the space was used for a four-bed ward and an examining room. 


























ADMINISTRATOR: 
Harold S. Fuller 


Monadnock Community 
Peterbor ugh NH 


Hospital 


ARCHITECT: 
Kendall, Taylor & Co. 


Rostor 
5 


emciency 
ive all medical 
patients on the 
units 


ld and new 


second floor of the 
the maternity lepart 
idditional beds are on the 
the new north wing 
had a somewhat 
which tO re 


tself, it con 


use of the existing rooms rather than 


tO expensive construction changes 
In the basement, the old boiler room 


became a cafeteria and a storeroom 


Part of the 
tors dining room 


room was added to an old 


laboratory is now a do« 
ind the rest of the 
Storeroom 
to make ample space for an attractive 
room. The x-ray rest 


nurses dining 


lishwashing roon 
Hoor the old 
office is now the ofttice of the 


One-halt ot 


now a 


became a 


On the first 


room 


record 


of nursing 


cident room ts doctors 


ym and the other half ts part 


main corridor. The men’s ward in 
cast Wing is now a nice sunny chil 
fren's ward having its own screened 
kitchen ts 


in porch, The old now a 


tour-bed ward, the walk-in retrigeratot 
kitchen, and the 


is a diet employes 


Honing room i an examining room 


With the 


(ranee ind ad new 


iddition of an outside en 


partition, the rooms 


uth wing can now. be 


| Cron suite 


The second floor construction 


changes were somewhat more exten 


sive than those in the other two tloors 
unit ind certain 


NeCeSSATY b 


This is the maternity 


required changes were ri 


iuse of the state health laws The 


makes an excel 


[Iwo old bed 


made 


old operating room 


lent tour-bed room 


rooms and a utility room were 


into two nurseries between which = ts 


common workroom The delivery 


made into an adult isola 


tion room and 


Poon, Was 
suspect nursery and 


the doctors’ room is now the babies 


formula room. The old nursery ts now 


t semiprivate room and is also used 


is a rooming-in’ suite when it ts 
required 


ALL che 


made at a 


changes in the old building 


were minimum cost, but 


the coordinating of the old with the 


new has proved most successtul Lhe 


rotal cost of Construction and remodel 


| 


ny imcluding architects fees was ap 


proximately $525,000. Equipment ind 


$40.000 


turnishings cost 


Second floor addition and new construction (shown in heavy lines). Even more extensive remodeling was necessary on 
this floor because it is the maternity section, and structural changes were needed to comply with state laws. 
Delivery and labor rooms were moved; their space is now used for a suspect nursery and an isolation room. 
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To make interpretation of services easier— 


Consolidate Professional Reports 


DAVID LITTAUER, M.D. 


Executive Director*® 
Jewish Hospital 
St Louis 


GORDON E. SONCRANT 
Director*® 

Hancock County Memorial Hospital 
Britt, lowa 

*Dr. Littauer was tormer!l lit 

Menorah Ho pita Medical Center 


oncrant Wa is fant director to 


financial 


ONTHLY ind yearly 
stacements with their balance 
sheets and schedules of special funds 
statements of income and expense, and 
lepartmental breakdowns are com 
monplace exhibits of the Operations 
of most of our hospitals The sur 
face evidences that hospitals are bus 
nesses, they are understood by most 
trustees and are the subject of detailed 


inalysis and debate by executive com 


as valuable as the financial report. 


mittees, finance Committees, Commu 
nity chests, Blue Cross plans, and other 
groups and organizations that impinge 
on the fiscal affairs of institutions Cat 
ing for the sick 

The reports of the professional Ssery 
ice departments, which perform the 
primary mission of patient care for 
which our hospitals exist, are rarely as 
we I] prepared Or as widely distribute { 
or as thoroughly understood. They 
may be submitted by some departments 
but not by others. They may _ lack 
uniformity trom month to month 
Often they contain data which serve 
no useful purpose All too” fre 
quently they are filed in separate de 
partmental folders, relatively inacces 
sible to anyone but the administrator 
They are rarely distributed to responsi 
ble members of the governing board 
and of the medical staff so that they 
may gain knowledge and_ perspective 
of the professional work of the hos 
pital 

Let us consider what monthly re 
ports the administrator should have if 
he is to keep abreast of the clinical ac 


He should re 


ceive a report from the medical rec 


tivities of his hospital 


ords department, which reflects the ac 
tivity of patient care within the hos 
pital. In addition he should be pro 
vided with service statistics from the 
clinical laboratories, x-ray department 
blood bank, emergency room, operat 
and out 


te 


ing room, physical therapy, 
patient clinic. Reports from these « 


partments are usually considered a 


minimum for the average hospital 
but many of our larger institutions 
have other professional services tor 
which monthly analyses are prepared 
They are in addition to the statistical 
data the administrator and others re 
quire concerning fiscal affairs, plant 
operation and maintenance, personnel 
and other administrative services 
All of these reports of the work of 
the professional service departments 
can be combined advantageously into 


one comprehensive medical audit. In 
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miucn as the medic il records depart 
ment is the hub of statistical reporting 
the consolidated statement can be de 
veloped around the customary monthly 
Medi 


il records employes are trained in the 


tatement from this department 


preparation of statistical data relating 

the clinical services of the hospital 

ire generally qualified to recognize 
lical terms 


When the 


the information he 


idministrator determines 


needs he may ask 
records librarian and de 


draft 


sample monthly reports, which should 


the medical 


partment heads to confer and 


introduce similarity among forms for 
the reporting departments whenever 
Daily work 


lepartment can be set up to tabulate 


feasible sheets for each 


statistics for the monthly report. At 


the end of the reporting month, the 
work sheets for each department are 
sent to the medical records librarian 
who checks them for accuracy in com 
puting totals, and prepares a duplicator 
stencil tabulating statistics in the man 
ner and form previously worked out 


Normally one 


contain all 


sheet should be large 


enough to Statistics sub 
mitted by any department, but addi 
tional sheets may be added if necessary 
After the reports have been stenciled 
vathering process takes place, and all 
that 
at 


monthly reports for particular 


month are consolidate 


Ihe administrator who receives one 


consolidated report containing — the 
| 


inalysis of all types of service to pa 


tients can easily interpret professional 
within the hospital The con 
medical audit, with cumula 


ils, enables him to review 


month, as 
j 


Statistics, and 


statistics for the present 
compared to year-to-date 
f desired and provided for, last year 
t late 


W ide 


intere sted 


STATISTICS 


listribution can be made t 


groups or persons At 


Menorah Hospital copies of the con 


solidated medical audit are furnished 


each member of the executive com 


medical staff, to chau 


Clini« al 


mittee of the 


men ot the departments, 


certain administrative department 


heads, and to the medical care com 


mittee of the board of directors. An 


informed executive committee can 


inalyze the activities of the hospital 


service and 


concerned with patient 
bulwark of 


interpreting the 
ft. The 


can become strength to 


the idministrator 


activities to the rest of the sta 


chairmen of the clinical services within 


the hospital can spot areas of strengtl 


nd of weakness. Copies are posted 


Vol. 80, No. 4, April 1953 


on the bulletin boards in the statt 


lounge, in the medical library, and in 


the medical records room itself tor 


perusal by all members of the staff, 


so that they too acquire a perspective 


of the professional work of the entire 


hospital. Members of the board of 


directors who serve on the medical 


care committee (which deals with the 


medical program of the hospital) can 


carry out their duties in more intelli 


vent fashion by receiving statistical 


data of patient service. They can ask 


why the consultation of necropsy per 


centages are lower than normal, or 


why the rate of cesarian sections 1s 


high. Moreover, an informed director 


that the clinical labora 


75.000 


who knows 


tories perform tests per year 
and the department of radiology has 
taken 10,000 


previous year is an effective interpreter 


X-ray pictures in the 


of the value of his hospital to the 
community 

The consolidated professional serv 
ice report can be submitted to inspec 
from bodies and can 


tors approving 


be used to accompany requests tor 


approvals for residency and internship 


We have found that visiting 
American Medical 


training 
surveyors trom the 
Association, American College of Sut 
geons, and so on, welcome the per 
spective and the packaged convenience 
offered by the professional service 
report 

The preparation of the prote ssional 
much 


doe S not 


SCTVICE require 


re port 


additional work on the part of the 


medical records librarian. A great deal 
has already been performed in each 
reporting department, where daily 
work sheets are maintained and totaled 
The extra work, amounting to only a 
few hours per month, comes in check 
ing for accuracy of totals, typing and 
running off stencils, and gathering the 
sheets 


We believe 


professional service report is as valu 


that the consolidated 


able to the staff physician, the hos 
pital trustee, the administrator, and in 
terested Community groups as is the 
monthly financial statement because it 
focuses attention on the activities and 
procedures which have to do directly 
with the prime function of hospitals 


the care of patients 





ADMINISTRATIVE CAPSULES 


How ACUTE ARE YOI Not 


take a 


ing families as well as individual sufferers 


eral hospital 


t 


all diseases kill 


ong time to do it and some do, indeed, take a lifetime, demoraliz 


taking this human tragedy into account as it 


acutely Many of them 


Is the exclusive “acute” gen 


discontinues 


its service to certain patients only because of their poverty, the duration 


of their illness, or a preference 


from. the hospital / 


SOMETHING TO THINK ABOUT 


service provided you can pay for it S¢ mehow 
is still available in limited supply in the market places of 


this service 


the world 


demand, is purchasable by those who can afford the price 


cannot be expected to make a 


must therefore be willing (a) to 
through group insurance or (b) 


tary or Compulsory taxation 


SICK ADULTS fear the impersonal hospital like 


with more 


Sic k 


justification 


for seeing them in beds that are 


You can command the 


living 
share the 
to pay his bill outright 


Which 


would 


man who clutches at straws in his struggle for survival 


distant 


best in medical 


any other commodity 


Like 


The personal doctor-patient relationship, which ts so much in 


do« tor 


The 


from service to the poor. People 


burden of such an expense 


through volun 


i you have 4 


{ 


children fear doctors { 


No one craves personal attention more than the 


Unless the 


administration of the hospital takes this human phenomenon into account 


it will not achieve fulfillment for its 


UNDERLYING ALL STIMULI 


strong element of scientific Curiosity and 


to invention and discovery 


ims 


will be found a 


a natural desire for an appropri 


ate reward, both of which are universal in qualified men 


THE LONGER WE LIVE the more 


us only after a period of prolonged illness 


M.D 


into account?—E. M. BLUESTONE 


sure can We be 


that death will come to 


Have our hospitals taken this 





Take Service Extensions Off the Floor 


Continuing the Time and Motion Studies in the Operating Suite 


Markus 


VEXINE | ropiem 


of 


of che 


the 


cu ar see 


rooms iS the 


planning 
j 


Crisp sition 


‘ pe rating 
ot 


{ tri 


CXTeENnSions uction ina ict 


the earlier 
ot 


nowing 


‘ In one of 


illustra 
cn 


' 
n this seri irticles sket Wa 


reproduce { nurs in 
tubing and electric cords trom 
ind casters of portable equi 
frac 


mcident 


ment during the clean up after a 
\ bad as the 
the illuser 


ition the 


looked 


lifficules 


it) 
detied complete aie criptiol 
Obviously 


C1E¢ 


on paper a floor cluttered 


vitl tubing ind tric cords 1 


Furthermore 


Dreak 


serious tripping hazard 


i sudden tug could CONCEILY ibly 
kinked cord 
that might Cause 


For 


ion 


sort circuit 


inducing a 
in explosion 
some reason the commonest 


for 


the 


lon suction outlets 1s the 


Perhaps the only 
loca 


nven 


wall neal Noor 


this mconvenient 


yustification for 


tion is that since the tubing 


crosses the floor less tubing 


| The 


required 


rronally 


sume yustification 





& Nocka 


( 


FREDERICK E. MARKUS 


Industrial Designers and Engineers 


might be ipplied tO power OutIets 


fact 


placed feet 


it were not tor the that each 


receptacle above — the 


Hoor saves many dollars by obviating 


the need for in explosionproot ry px 


If this principle of saving tubing 


ind electric cords were carried to its 


if Pri il 
| lace 


conclusion, one would Say 


the outlets in the floor under 


this 
In 


out 


the operating table However 


has been tried and found wanting 


these cases, the battered service 


soon ibandoned and the con 


wall 


lets were 


Apain re 


ventional outlets were 


orted t 

When the problem is caretully ex 

imined ill toHow 
solution becomes apparent 

1 be 


suction and elec tric 


in Its aspects, the 


ny 


| There nec but one service 


point tor current 


All contacts or outlets including 


suction are at eye level making paupes 


read 


isic! to 
Place outlets on wall adjacent to 
he neck of patient on operating table 


1. Go up to approximately 6 feet 


Boston 


10 inches height instead of down and 


ot | V 
tached at the usual place on the oper 


This 


cross TO a new type pole at 


ating table pole would be 


equipped with hooks at the top fot 


tube and cord support and would pro 


vide a clamp for the primary suction 


bottle at operating table level 


intermediate cord and 


of a 


Provide 


tube supports by means ceiling 


hanger or crane from wall 
An obvious criticism might be that 


an extremely short nurse would be 


unable to hook the tubing or cord at 


this height. However, with two hands 


either tubing or cord can be looped up 
to extend the reach 


We 


cannot 


into an inverted [ 
by approximately 8 inches have 
react 


T his 


accul 


yet to find a nurse wh 


to © feet 2 inches above the floor 
permits 
ate determination of required 


of { 


1Ape 
contaminate 


overhead arrangement 


lengths 
and does not 


cor tubing. It 


sterile area. It takes 
ott 


ind actually 


the 


the suction bortle the floor to 


much safer place reduces 

; 
the amount of sterile tubing required 
an area where accidents 


Finally, in 


should be reduced to a minimum, the 


foregoing hazards appear to be elim 


in ited 


Suction valve is in a recess at 
eye height with tube and elec- 
tric cord suspended overhead 
to |. V. pole. The tallest surgeon 
has head clearance and the 
shortest nurse can hook tubing 
and cords by making of them 
an inverted U with two hands. 
The primary suction bottle 
clamps to |. V. pole at operat- 
ing table height. A _ ceiling- 
mounted hook supports tubing 
and cords at half point between 
wall and operating table. The 
floor is clear of obstruction for 
both circulation and mopping. 
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Top Management Has Its Troubles, 





A study of the upper branches of the hospital tree 






PAUL J. GORDON 

s New York State School of 
Industrial and Labor Relations 

Cornell University 







































| I HAS often been said that the Ithaca, N.Y ». Since so many diverse and spe 
P price of executive leadership ts 1s cialized functions fall under the gen 
lation and separation trom the con eral supervision of the administrator 
panionship of fellow creatures. In out does he really need more specialized 
hospitals tt sometimes appears that three nonprofit, short-term, general — staff assistance to help him carry out 
the administrators, the assistant ad hospitals recently surveyed by staff ~ his responsibilities in budgeting, per 
ministrators, and even the department members of the New York State School sonnel administration, and so forth 
heads have some knowledge of the 9 of Industrial and Labor Relations at Phe whole subject of work planning 
price they pay ¢ old positions as) Cornell with the cooperation of | the ind organization, delegation, super 
KECULIVES Central New York Regional Hospital — vision and control by the administrator 
Council, Inc ind the department head seems to hold 
STRUCTURAL RELATIONSHIPS The idmuinistrat rs nave pointed possibilities tor research tar more ex 
The purpose of tl irticle 1s) tt ut that one starting point ino an haustive than the survey on which 
examine some of the structural rel ilyzing organization structure, delega this article is based 
onships that we have est blished in tion from the top position and per 
our he Spital organizations ind to raise sonnel relations among the top idmin HE’S THE BACKUP MAN 
some questions that are probably being istrative staff members its to examine Two of the three hospitals surveyed 
raised by many people who now hold the personal background the inter employ assistant administrators In 
responsible jobs in hospitals. In rats ests, the knowledge, the skills and the both cases, the assistant administrator 
ng these questior it iS not our in ittitudes of the person who is ad is Clearly the designated backup for 
tention to foist upon the intelligent ministrator The administrators whe the No. | position, which he as 
reader any formula for hospital organ were interviewed appé ired to feel that sumes in the administrator's absence 
zation or any unsophisticated com the factors just mentioned might influ When both officials are presgnt, how 
parison between the hospital and other ence more than any others what ts re ever, the responsibilities of the second 
types of human organization. Among tained and what ts delegated at the position are less easily definable. At 
the questions that pre bably need seri top level the time of the survey. neither of the 
ous study if we ire te level p any For example the tormer director of issistant administrators had been asso 
new perspectives and new approaches nurses may exhibit the liveliest mterest crated with his present hospital long 
Nn trying tO improve our present of in that department and may visit all enough for his position to be fully 
nization of hospital personnel are of the patients daily. the former pur developed in scope, oF fully established 
These hasing agent may continue to act as is assistant administrator in the minds 
s there limit to what the hos purchasing agent particularly in a of the department heads The latter 
pital administrator n delegate Just mall he spit il. and the former man VIEW applied especially to department 
what 1s the yx b of the ssistant admin ver otf the busine ss Office may demon Ne ids of lony service who had cnye yed 
? trator What tactors enter into the trate his greatest pers nal interest in for many years the privilege of re 
establishment of a hospit lepartment financial areas, with” relatively less porting directly to the idmuinistrator 
nd posit1or ‘ lepartment head emphasis on other aspects of admin ind wh questioned reporting = l 










recent recrutt 



















Ihe role of the assistant admin 

ettectively the job of the administrator trator 1s One that requires further study 

Cert niy 1 rorn | cx { ror I< What de yree should ne 1¢ before worth while conclusions can 
wering the foregoing questions. Ever velop his job to encompa those be drawn. Is he to share over ll super 
eneral approaches will be tailor-n ( things that he knows most about vision with the chief executive? Is he 
nd modified e needs of the nd does best to divide supervision with the chiet 
ndividual hospit However the Ilo what degree will such a executive, so that each takes a grouy 
juestions seem to be of interest to the course result in his operating at the of departments under his wing, in 






idministrators, the sistant) admin leparement head level instead of the order to spread full supervision over 





Strators, and the department head n {ministrator level? to ZO departments? Is he Oo act 





nternal ImMinistt 


ital departments 


hos} 


mint itor handles relations wi 


staff and many other re 


il ne 
j 


Mninistrative i 


extern hospital 


ition, to supervise 
only 


tempor irily 


¢ 


r 
1S¢ 
| 


NO SINGLE ANSWER 
ind probably should 


que ‘ 


that the 


There need me 


ly answer to these 
it likely 
leveloped by each he 
may be arrived at only 


of trial 


imbent The 


with the indi 
period 
tatus of the assistant 

ippears i be One 

himself and 

Any me taken t 
clarity 


ind sth 


sure 


the scatus the 


responsibility 


thority of this position 
ipparently that of second in Command 
should 


idministration ind 


of the hospital contribute to 


improved might 
iso contribute to reducing the exodus 
of sistant administrators 

| ich of thie hospitals surveyed main 
tains from | » 20 


separate organ 


iZation units of departments Some 


lepartment heads and supervisors re 


port 


issistant 


© the administrator; some to the 


idministrator, and some t 


both—on diverse or on the same mat 


ters 
The establishment of this variety 


specialized services has not been 


( ided 


the board 


solely by the administrator an 


j 


but is strongly influenced 


ind in some measure controlled, by 


the standards of agencies outside the 


hospital These are 


igencies the ap 
proval of which the hospital must have 


or may Want it} order to 


ims own program 


The mature of modern hospital op 


ition and the advance of medicine 


{ 


ind patient care ie, tO mereasced Spe 


crilization, and ippear to 


be leading 


he 


to increased departmentalization. 7 


| 


merease in number ot uepartments inl 


volves, for the administrators with or 


without an assistant, direct 


ot trom 15 to 20 


The title department head as 


supervision 


department heads 


been placed in quotes in order t 


What is a depart 
] 


ind what ts a department head 


raise this question 
ment 


ind how many such positions can the 


idministrator 


successfully s iper 


In the hospital, there seems t be 


in imbalance of organization structure 
Department head positions are of ex 


tremely unequal weight. Differences 


mn responsibilities professional status 


j 


ind training, size of organization, su 


pervision required, and personal abil 


ties among department heads all merge 
to ite a situation that prevents id 
ministrators from giving equal atten 


at ll departments, and all depart 


ment heads from having equal access 


to the administrator 
This so-called 


seriously to affect upward, dawnward 


imbalance seems 


{ lateral Communication among the 
all of 


working together to 


in 
supervisors of each unit whom 
should be 


purposes ot the hospit il 


arry 
More 


also 


out the 


as a parenthetical note, it seems 


to inhibit free discussion at department 


ne id mectinys called by the idminis 


The administrator of one hospital 
teel 


rate de partme nts had developed owiny 


seemed to that 15 or more sepa 


to the high degree of specialization in 


the modern hospital, and the depart 


ment heads appeared to feel that the 


span of control,” that ts, the super 


vision of 15 or more separate depart 


worked 


from. the 


ments by the administrator 


out satistactorily. However, 
point of view of department heads, one 
summed up the feeling of several in 
ipproximately these words 

| believe that 
bility 1S 
most 
Ww 


but I 


dec ISLONS 


be lieve 


yirtmMments § le 
SUPCrVIse t tr Ms Office 
Afrer all 


lepartments 


each time | 


mine ts Only one of any 


There are departments that are 


more important and that need more 


;dministrator s 1m 


The foregoing quotation, 1n_ its 


sence represented the view of seve 


{ 


department heads. In some cases, tt 


may point to the organization ques 


tions that this report is intended t 


use; in others, it may point to the 


need for development of supervisory 
personnel, In any event, there ts ne 
easy solution to the problem The crea 
tion of separate departments may have 


been accelerated by specialization. The 


practice of many de 
head 


positions on the same plane ot organi 


scetriny up SO 


partment positions, OF sO many 


zation, that ts, all reporting to top 


management, may have had behind it 


the well intended motive to provide 


status Incentive to de 


non-money 
serving supervisors. Whatever the rea 
sons, and whether or not hospitals rec 
ognize departmental structure as a 
high priority problem, it 1s one that 
has been cited repeatedly by depart 
ment heads 
Approaches to a_ solution, which 
bear investigation far beyond the limits 
of this report, may lie in some ap 
follow 


utilization of 


propriate combination of the 


ing: (1) more eftective 


at the assistant 


) 


one or more positions 


idministrator level: | 


ind consolidation of 


under 


regrouping 
smaller sections 
major departments ) re 


grouping and integration of smaller 
SCCTIONS under common supervisi n, Or 

} more idequate development ot 
staff POsiM1ONs CO ASSISE the administra 
tor in coordinating functions common 
to all hospital departments, or in coor 
dinating several groups of specialized 
ACTIVITY 

The previous paragraphs have called 
tro attention that organization relation 


ships among administrators, assistant 
administrators, and department heads 
are not always clear to the people who 
hold 


these positions 


WHERE DEPARTMENT HEADS FIT 


Organization analysis cannot be cut 
level. De 
j 


parement heads who were interviewed 


off at the top management 


brought out the importance of main 


taining a clear understandable system 


of working relationships at all levels 
and across all departments of the hos 
pital 

Among department heads them 
selves, questions of responsibility and 
authority seem to be particularly com 
plicated 

1. When responsibility tor the su 
pervision of a department is shared by 
the medical statf and the administra 
staff 


When responsibility is shared by 


tive 


the administrator and the assistant 


idministrator without clear definition 


of who reports to whom and on 


what 
matters 

5. When organization changes are 
made 

Where the supervision ts shared by 
medical and administrative — staff, 
form of dual supervision has been es 

(Continued on Page 148) 
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Create New Health and Welfare Department 


Hospital programs not affected under President’s F.S.A. 


reorganization plan; new assistant to have broad powers 


TNDER the new Department of other programs, so that they may dis- pattern for cabinet departments, with 


Health, Education and Welfare courage or encourage as they see fit the addition at the top level of an 


{ona detailed official who would Carry considerable 


the federal government's hospital pre This appraisal is basec 


vrams would in no way be affected examination of Reorganization Plan power in his own right and represent 


idversely. There is on the other hand No. | of 1953, the official document and/or advise the secretary on all 


the probability that they will benefit presented to Congress; on a careful health matters, within and outside the 
from the reorganization, the first t study of the job description for the department 
be put int y the Eisenhower new Special Assistant to the Secretary As the first step, the present struc 
idministration for Health and Medical Affairs: and ture of the Federal Security Admin 
The President repeatedly has said on a review of statements, oral ind istration is eliminated down to. the 
he believes the federal government written, by President Eisenhower: and level of the components, such as Pub 
she uld stimulate the construction of Mrs Hobby who moves trom Federal Li Health Service ind Food and Drug 
much needed” hospitals; under the Security Administrator to secretary of Administration, these components 


{ 


new department nie ana secretary the new department were created by laws passed by Con 


Oveta Culp Hobby will have efticient The setup of the department Is not vress and, with one exception, are 
; j , 


machinery for control of hospital and complicated, and follows the usual 


DEPAKTMENT OF HEALTH, EDUCATION, AND WELFARE 
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The First Hospital Health Museum 


shows patients how to keep out of the hospital 


By BRUNO GEBHARD, M.D., DANIEL E. GAY AND VINCENT G. KLING 


I 


jooms 
Never 


entered 


modern hospital cannot leave 


j 


action of doctors, nurses 


to chance 
idministrate rs 
Patient education is the doctor's job 


Mayo's old 


It is the physicians’ fault 


ind Charles saying holds 


even today 


when the laity does not understand 
them 

With all this in mind 
Hospital in Philadelphia 


1 $10,000,000 building pro 


the Lankenau 


when con 


sidering 


gram, fele that facilities must be 


1 to enter into a 


for 


ind idopted the health museum as the 


provide POSsitive 


health program the community 
best medium for capturing public in 
st in community health 


The 


inteprate 


concept of a health museum 


the 


{i with hospital facility 


j 


architect a new and 


The 


health museum adjacent t 


the 


nas 


piven 
powerful design techni location 
of the 


main entrance sets the pace and identi 


the 


hes the basic POSITIVE health approach 
of the new Lankenau Hospital 

The main public entrance is flanked 
vlass enclosed, well lighted, and 


iret lly 


itt i 
d exhibit are 
for 


Thus, the 


ippointe 


USE inimated 


displays 


health education Visitor 


who enters the new Lankenau Hospital 


will be impressed with a dramatic 


ittractive to 


ot | 


colorful and introduction 
vealth mainte 
] 1% 


spit il has dedi 


st indard 


Nutrition gets 
special attention 
in the museum's 
exhibits. This one 
uses the "true or 
false'’ technic to 
teach the facts 
about vitamins 
and minerals. 





its pers nnel in 


ypes for the future 


positive inemotionai 


activity will be so closely related 
tratt 


front door ind hospital facilities that 


C1 mal 


to the main artery between the 


even if the visitor's time ts limited 


he will be compelled t absorb. the 


impact imparted by the technical 


animated displays. As further evidence 


of the integration of health education 


and hospital, the main lobby which 


flanks the 


Stairway to an 


museum has an inviting 


open iuditorium, seat 


will be 
In addi 


and demonstrations 


ing 45 which 


j 


directly 


pe rsons 


below the museum 


tion to lectures 


the auditorium will be used for health 


films for patients, staff and visitors 


The planning of the two facilities 


has been handled so that the visiting 


public need not traverse the hospital 


to enjoy the educational program, the 


the m con 
By 


not be 


heart of which 1s at ain 


course of the building the same 


toke n 


by heavy 


patients will disturbed 


visitor traffic Another at 


tribute of the physical location of these 


educational tacilities is the easy access 


for inpatients 


The museum, which comprises 5200 


square feet of floor area, is a one-story 


free standing unit engaging the main 


lobby and its protective 


Fac 


wall 


entrance 


canopy over the entrance doors 


ing the entrance turnaround is a 


ot glass which COMPprises the nortn 


wall of 


wall of the 


museum The soutl 
1S toot high 


yrid ot mahog iny pane ling so aesizyned 


the space 


museum 1s 


accommodate wall 


t 


as to hung exhibits 


ai 
The ceiling, with 


its acoustical fin‘sh and 


and flexible lighting 
concealed 


point lighting. has been desig 


accommodate a_ diversity 
The 


Is Open to the 


groups west end of 


main lobby, receptionist 


The 


| 


lesk, and waiting 


between the 


vlass 
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Architect's model and first floor plan of the new Lankenau Hospital and 
The arrow shows the museum in relation to the entrance. 


aaminis 


and the nursing 


| 
Staffs, would act as 


a planning com 
mittee. Representation of board mem 
auxiliary 1s 


all 


to an established routine 


bers and the womens 


prerequisite aS it 18 in INNOVATIONS 


In hospit ils 
the edu 


his full 


having more than 200 beds 


iuonal director should devote 


time to such a yob 


| xhibits at the 


Lankenau Hospital 


will be of two kinds. One group wil 
feature normal growth and develop 
ment of the human organisms, from 


Dirth te old Ave 


than applied 


ds all hygiene is noth 


Phe 


} 


else biology 


second group will deal with these dis 
eases where personal living has an 
influence on the disease as nutri 
tional disturbances, degenerative and 


chronic diseases. Whenever possible 


inimation ind visitor-participation 
items will be used; for example 
Hear-See Your Own Heart Beat 

Many Cleveland Health Museum ex 
hibits are being duplicated for the 


Lankenau Health Museum 


The field of nutrition will get sp 
cial attention with such exhibits 
I od Facts and Fallacies He Ww 
Many Calories Food Needs Difter 


\ th 
min 


Made 


Ac 
Facts and Fal 
Them Fat 


Mineral and Vita 
1 W hat 


tivities 
lacies inh 
vered 


Like 


riatrics 1s Ce 


Long and 


| irranged with such displays as 
Your Life Span Aging Begins 
Birth The 4B baldness, bifocals 
Dr VC nd | ilves 


As Old As Your 
s¢ful ( Youthful) Old 
Maternal and child care will teature 
xhibits like When Di 


Our Baby nd irge series of birtl 
models trom the famous Dickinson 
Belskie Olectior n e human re 
I 1uction fen 






MAIN 
HOSPITAL 
ENTRANCE 





have beds and 78 bassinets, which 
means about 10,000 patients per yeas 
\s Lankenau 1s planning a generous 
visiting hour policy, from 9 am. t 
9 p.m. daily, one is justified in mult 


plying this figure by five to estimate 
the total number of prospective vis 
itors tO the museum At the old 
Lankenau 26,000 visits were made t 
the Outpatient department So far as 
museum atrendance ts concerned, this 
figure can be doubled, for great ex 
pansion of the outpatient department 
is planned The grand total of pa 
tients, visitors and clinic chentele 
comes easily to 100,000) visitors pet 
vear. It would be premature to give 


| | 
SCTIOW) 


the 


Wwomecns 


number of 


organizations, and 


crvice clubs which will take ad 
vantage of this new health education 
medium They might add up to a 


otal of OOO persons 

Construction costs of the health 
museum and the auditorium are budg 
eted for $300.000. of which one 
tenth illocated for basic exhibit 
Mr Emma H. Schmide of Phila 
lelphia was the benefactor of this new 
enture An operating budget is ten 
ratively set for $25,000 Ihe return 


ft any educational enterprise Cannot 
be me red in terms of dollars and 
en but the saving in staff tume will 
he great Experience has shown that 
health museums are one of the best 
vehicles for public relations, that they 
re alse helpful means in the eternal 


raising pre ble m 















Au 
a 
omy lic 
MAC ( 
Maice ul 
ire all 
higher { 
telligenc 
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in all mo 


Add t 
of persot 
ulat ns 


day W 


BETTER METHODS NEEDED 


The n 


m the « 


crimes pel 


busine SCS 


of everyt 
upward 
i py m té 
widening 
qu lity 


swittely 


s 
t hosp 
ern ( SI} ! 


oft respon 


Hy spit ! 


ow to Build a Good Supervisory Staff 


The tools are a systematic inventory of the skills 


and growth-potential of supervisory personnel plus 


a sensible timetable of promotion and replacement 


EDMUND MOTTERSHEAD 


Mottershead Associates Chicago 


modern business ICTIVILY iS group These are the men on the firing 


ily becoming more and more line of management, in direct day-to 


f { 


ite Complex processes, aut day contact with specific production 


quipment, new oncepts of personnel problems, and on their 
ir and atomic analysis of ma lay-to-day decisions rest the numbers 


ind continue 
contributin 
| 


emands ma ski id u t not merely errand 


e on the part of both workers | rr top Management, no matter 


ervisors in all industries and how many of them may think so, and 


fern institutions no matter how many of their employ 
oO this picture ne ce mplexity ers may think SO, TOO | nless they are 
inel relations, government res capable of growth as executives and 
ind economic fluctuations in ire given a chance to grow as exect 
hen the nation must arm tor tives, the top eche lons of hospital man 
1 exist on a prosperity level iwement will see a gradual diminution 
old time” supervisors are of ethciency and a dim future the 
inization 
10 years, Management men have 
ching supervise rs must 
wodern hospital is caus u ana But what do they mean 
ontusing « 1 ; u ; manager the fellow who person 


rhaps even more st heck ver ect of the work 


ind institutions | the equipment holds the 

hing are constantl ) ing ich oon. stl s when they 

the manage! 

anagement 

ictSs as an 

innel of Communication be 
nagement 


Manaver 


man who 


work and responsi 


upervisory the mod yilitv, and ulp himselt 


li must assume i ! if hit lo up system 
sibility in finding them that { ret done 


i management 


ike i fresh Jook at l 1 1 aps simpler 


who was a ‘leader whe 

workers to loyalty and 

i full day's work—was often 

in spite of other shortcomings 
might have. Today, after years of tech 
nological advances, with many tasks 
deskilled and many workers 

far beyond the level 

counterparts of two { 

need for that same kind of leadership 
is even greater. A war, an uncertain 
ind uneasy peace, rising costs of living 
inflation, taxes and a hundred 
problems have made peop! 

feel a greater need for 

curity, not only financial 


emotional security as well 


QUALITIES OF A SUPERVISOR 


[he supervisor who is a re 


who exhibits fairness, good judgment 


i sense of balance, never loses his 
remper is not given tO snap judy 
ments, who, in a word, lets employes 
know where they stand at all times 
satishes that craving for emott 
curity and builds from a sound 
t personal loyalty which can go a 
way toward making his department 
ethcient 

The old slogan, “It the worker 
le irned | hasnt been mstructe¢ { 
is valid for the modern hospita 
it is for any business. Most people 
willing to learn, if only during 


briet period 


when their 
iroused by something new 
ethcient SUPECTVISOT whe 


quickly, find out what his new employe 
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PROMOTION SCHEDULE FOR HOSPITAL SUPERVISION 








SUPERINTENDENT 








| 











I> fez ASST, Su 
a iz s 2 


432 





3! ASST. SUPT. 


0 LSU 





, 4 
be, 


5 tlalel, | 





= 














Wo, Ti, Yee, He Be | 


‘SUPERVISORSAN 
SNYEARSSS 


SUP 


ERVISOR B 
6 MOS... 


. 




















ISORNDN 





























vUVST UCT 


EMPLOYEE 
Lt 


deeds 


EMPLOYEE: 
S33 


EMPLOYEE 
| 








UF 


o 





























TTT Trg 


EMPLOYEE 
LUI? 


VSN NN 


EMPLOYEE, 
DSBs 




















EMPLOYEE 
6 














UT SATISFACTORY 


UNSATISFACTORY 
CREATES VACANCY 


Coded chart of organization shows: 


1. Vacancies that will occur because of unsatisfactory con- 
ditions and when they will probably occur. 

2. Vacancies that will occur because of promotions and 
when they will occur. 

3. Available lower level supervision to fill vacancies and 
when these men will be ready for promotion. 

4. Supervisors with satisfactory performance, but neither 
considered for promotion nor considered to present a future 
vacancy. 

5. Supervisors whose status or ability is undetermined. 

In this instance the assistant superintendent is to be retired 
for ill health and incapacity six months from date of this 
schedule. Supervisor ‘‘A” and Supervisor ‘‘D” are both pro- 


demon erations during the 


n must come trom 


man ¢ 


confidence provements 


many minor change 


machine att 


duced dreamed up and 


retraining need spol by one worker « 


ling worker in ind supervisor 


nade 
Job 
equip ti 


be fil 1 Out, new 


when he gets [he supervisor wl 


or incomplete instructions the basic thinking « 
signments, information 1 job 


for 
ind own department to 


subjects in to good use. and 


wii iS ilert 


w forms to 


safety ICtTICeS 


ithOns 
ther matters are 


n supervisor must be men sold on the 


tt ot fal ing things 
will in the 
top 
four 
1—skill 


NCci¢ ntly 
I exe’ 
The 
mentione 

if is an 


i engineer 1dd 


SUPErVISOT 


PROMOTABLE 
CREATES VACANCY 


particularly 


ichment 


enpineerca ¢ 


if work simplifica 
MeEthHo« 


Op 


' 
who can keep his 
advantages 


better 


itive 


ASPeEcts 


instruct 


Gs READY Now 
MMM READY INGwNOS. 
CJC) READY IN | YEAR 


motable. “A” will be ready in a year; ‘’D’ will be ready in 
six months. 

Employe (8) is promotable and ready to advance immedi- 
ately to take over job of Supervisor ‘’‘D’” (or possibly Supervisor 
“A’’), and in an additional year would probably be ready to 
move up another step. 

Supervisor ‘’B’’ must be replaced in six months. Employes 
(3) and (5) should be replaced immediately. It is apparent 
that lower level supervision is weak in this organization, and 
that two of the supervisors have made little attempt to develop 
effective understudies. 

Training requirements to upgrade existing supervision include: 
Special coaching of employes (2), (4) and (7); coaching of 
Supervisor “C” in developing understudies; intensive training 
of six new employes and understudies now hired. 


few years to develop personally into 


next Capacity 


higher level executive personnel 


T he 


cism 


technological mM 


man who can accept. crits 


from 


s in method and who can correlate his daily ac 


which can be tivities with the other activities in the 


| hospital, who can make decisions for 


himself, and 
table for 


with the kind of growth potential top 


mn the 


1 wi rker 


rtw or who has a personal time 


idvancement, will be the man 


10 18 familiar with 


management wants ind needs 
The 


sOr upgrading and excculive re place 


1s improvement Continuing problem ot super 


portunities in his vi 
which plays hob with 
The tact Old 
to because 
| health and must be replaced, and 
Young Such-And-Such 

if and alse must be replaced 

fop 


much about 


pur that thinking ment is one 


many imstitutions that 


them So-And-So” is about retire 


et 


and more 


long run 


reri 


Ma 


ynized both at the and down 


line but nobody does 


til some real problem arises. Then 
/ 


lecision 1s made, too fast 


j 


ind frequently wrongs 
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RATE YOURSELF Do you have and USE consistently 


a good follow-up system, based or 
r { ¢ 
supervisor neea more highly developed skills to ype witl date pad sr similar device? 
probler whict come with modern techno GY ana new 


»~ hospital organization 


Is include those of manager nstructor eader and 


engineer Of key in portance trom top managements stand 


the individual supervisor growth potential to make AS A LEADER? 


ty jre ypgrad nq to by gher executive evels 
Score yourse 3 points for each YES 
Deduct 3 points for each NO 
A rating f 
120—is excellent 
90—is good 


60—just about gets by 


Are yOu consistently fair — do you 
avoid showing partiality or holding 
grudges? 

Do you consistently give full credit 
where it is due especially to men 
under you for good ideas? 

Are you thoroughly acquainted with 
each man under you so you know 


something of his problems hopes 


AS A MANAGER? i cae fears 


Do you try to anticipate the problems 
and possible gripes of your men in 
order to avoid difficulties? 


Do you know and obey your elf all the Do you back up your employes when 


> > >? 
necessary hospital rules and regulations? they are in trouble 


Are you adequately informed as to all 6 Can you listen sympathetically to a 


departmental cost factors so you can worker when he has a problem and 


conceal your own possible irritation? 


make a systematic effort t reduce 
ysts? ? Do your men feel that you are willing 


Have you a departmental manpower to pitch in and work or help yourself 


> CES ? 
inventory so that you operate efficient when necessary 


Nn > > c 
manpower control? Vo you spre ad the dirty work around 


? 
evenl 
ls your personal conduct such as will y 


ommand respect from both subord Are you thoroughly aware of the capa 


t hes > ne > f 2ach f 
nates and supervisors at all times? bilitie and weaknesses o eac oO 


> ‘ 7 2 
Do you make careful investigation and your men so you can put the right 


get all the facts in a situation before man on the right job? , 
reaching any decision? 10. Are you dependable and predictable? 
Are you constantly alert for the health Do your men know where they stand 
safety and well-being of your workers? with you at all times? 
Are you consistently up to date on all 

necessary paper work, reports? 

Do you act as an efficient hannel of 


communicatior between workers and 

management representing manage , | AS AN INSTRUCTOR? 
ment to workers accurately? 

Do you operate your department and 

your own job on the basis of adequate 

planning and scheduling so that you Are you alert ond willing to help both 
vOId a perpetual state of emer new and old workers when they need 


yency it? 


in inventory department in the 
iken of juste what the organization has operations 
ball.” who ts ready for 2. Survey their background. Use 


( necds re placement th que stronnaires ind pe rst nal mite! 


EXECUTIVE f wl icceptable work but ap views (planned) to inquire into the 


coupled with a timetable of pr é insu for promotion, and supervisors backgrounds, their tamily 


na repl cement which vives ¢t } bo ill, when will these changes have status, education, hobbies, interests and 


1 | 
vement letinite ma t Oo take place habits The more you really know 
making such inventory-ana ibout these men and women the 
vets ict n ire three things that can be ) ible you are to judge how they will act 


make your ettorts more | 1 inder a given set of conditions and 


setul tacts how they will resp nd to dithculry 
Rate your supervisors. R. 3. Check their judgment. A num 
with a form sl | of institutions ha levised prob 


rmance rating ) { ra i’ lem soiVinY ft I SUPeCrVISOr 


supe rvis 
inswers 
swers a 


Supe rviso 
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give a man a chance to make Are you usually successful in selling a 


after being instructed instead of new method to the employes in your 
Ing too close supervision? department? 
Do you have a train ng timetable on Are you thoroughly familiar with pres 
ent materials, machines used in your 


department copacities proper op 


each job how much skill the worker 
hould have and when? 
Do you have the correct method estab erating procedures on present job 


lished before training a worker? methods? 


Do you make sure everything is ready Do you make. provisions to keep 
when you train a worker —all equip score’’ on new methods to prove the 


ment and materials at hand? results, both in efficiency and in costs? 


you make sure the work place is Can you explain to your workers con 


ly arranged before instructing vincingly that methods, improvements 


worker —as he will keep it? and technological advances mean full 
employment and higher wages rather 


Do you qualify the worker by find 
> 


ng out what he already knows about than ‘technological unemployment 
a job when you begin to instruct? 
Can you express yourself clearly and 
effectively when explaining how to do 
a job? 

Do you prove the learner either under 5. ON GROWTH-POTENTIAL 
stands or not by proper questioning 
with HOW, WHY, WHEN questions? 
Do you follow up instruction with more 
coaching ana encouragement with Is your heart in your job? Is this the 
periodic check-backs to watch prog kind of work you not only feel cut out 

? for but prefer to do? 
Do you habitually make decisions for 


yourself instead of running to the boss 


ress 


to clear everything? 
Can you correlate your activities and 


ao ¥ day-to-day decisions with the work and 
4. AS AN ENGINEER? ” problems of other departments? 
‘. Are you currently studying ANYTHING 
aes of technical or practical business nature 
to prepare for advancement? 


Can you accept criticism as well a 


Are you constantly alert for short cuts help from both subordinates and su 
in methods and operations that will periors — grax efully? 
help your men and the hospital? Do you cooperate willingly with all 


Do you have a methods breakdown on other departments including mainte 


every job in your department? nance men and personnel department? 


Have you been trained in and have 7. Are you of even disposition calm 


you used the 4 step method of J.M.T not likely to fly off the handle, cheer 


Job Methods Training to improve ful most of the time? 


methods on jobs in your department? Can you think a problem througl. and 
Do you understand the principles of reach a sound decision without jump 
time and motion study? ing to conclusions? 


Are you familiar with the basic prin Are you willing to admit mistakes and 


iples of work factor analysis, M.T.M take responsibility for your own? 
Motion Time Measurement), and work Do you have a personal timetable 
simplification? for advancement so you know when 
Are you usually successful in selling you will be ready for advancement to 


a new method to ‘‘the boss’’? the next higher job? 


learned, he hasn't been instructed by ONS it raining 


management. Conterences, safety mec 1 us im iat UpPenor# 
ws, and a host of other group tea 
ing devices have operated for ye: 


helter-skelter basis to improve 


visory performance. But the m 


able portion of any of these training 
programs has been that small time in 
Which each supervisor has 4 chance t 


fo something himself while learning 


t 


The supervisor while str ictingy the 
hypothetical new worker on 
I ikiny necessa’ry 
more himself this 

from any other 
Many institut 
happy everytnhinyg lappen 


ferences, Meetings am 


man wh pr 





Workshop on Hospital Costs 


i= can a he spital create broader 
ind more extensive knowledge 


re sponsible 


which if¢ 
COStS/ can it get 
ition to a large segment 


W hat can be lone 


the will 


mform 

of the community 
i community 

to listen to the 

hospital's side of the cost story 


One answer is to tell the women ot 
them with the 


i é h if 


yroup of women would be more will 


the town and to charge 


re ponsibility of telling others 


ing and ready to listen than a hospital's 


tuxiliary roup 


THEY INTENDED TO WORK 


The Galesburg Cottage 


Hospital 


Service Guild is an auxiliary organi 


zation in only its second year of 


Mindtul of 


tive to create 


its constitutional 


ler and bet 


growth 


objec broa 


community-wide understanding of 


the hospital's problems and needs 


if conducted it one day workshop on 


hospital costs.. The guild decided the 


meeting should be called a workshop 


because those who attended would 


work 


knowledge of Cort igre Hospit ils costs 


to obtain an understanding and 


work to spread this knowl 


d 


ind then 


edge in their day-to-day activities with 


other 


peopl 


Once a suitable date was found and 


iranremecnts were ivreed 


task 


mecriiny 


general 
Was to pet 
The 


several in 


upon, the next big 
full 


local 


formative 


| 


attendance at the 


newspaper carried 
irticles about it. The Guild 
organizations monthly news 
1a full 


workshe p 


ter, the 


letter devo 


; 


issue to the ex 


} 


planation of the what it 


was, what it would cover, and why 


guild 


town like Galesburg, Il 


members should attend. In a 


where many 


80 


works well in promoting community understanding 


EVA H. ERICKSON 


Administrator, Galesburg Cottage Hospital Galesburg i 


} 


Orpanizacions ibound ana 


where their Custom ts to call members 
necessary to 
than 300 
This 


in order tO obtain res 


by telephone, it became 


issign the names of more 


members to a calling list was 


too 


Import int 


ervations for the luncheon, which was 


to be served in the hospitals dining 


room 


The meeting itself was held in the 


nurses home lounge, which had been 


» accommodate 60 persons 


Mrs ( 


opened — the 


VanAntwerp, guild presi 


meeting and ex 


plained its purpose and 


dent 
the important 
role those present would play in the 
When the 


down on thé workshop the 


program curtain went 
curtain 
would go up for their performance 

ind know! 


spreading the information 


edge they gained from the day's ses 
STODS 

Everett W 
The 


Company, 


Jones Vic¢ 
Modern Hospital 
had 


factors which intluence 


pre SI 
Pub 


ny ited 


dent of 


lishing been 
to present the 
the cost of hospital care. He outlined 


the difference between the adminis 


trative costs of a hotel and those of a 
reference § t 


Many of the 


hotel 


hospital, particularly in 


( redits and collections 


women had not realized that a 
has perhaps a week's accounts on its 
books likely to 
have counts On Its 


books 


The large 


while a hospital iS 


several months 


inventories of supplie Ss 


amounting to some | 00 items, which 


t hospital must have ready for its 


patients at all times are not matched 


by a hotel's inventories, it was ex 


plained. Other problems which hos 
pital administration faces and which 
are nonexistent in hotel administration 
were reviewed and discussed 


The 


problems of having patients to whom 


workshoppers clearly saw the 


all meals are provided by room ser 
ice, instead of having guests who go 
The 


such as 


to a dining room for meals cost 


ot additional dietary services, 
providing special diets, special foods 
and the actual weighing of some diets 


was clearly understood 


WHY LINEN LIFE IS SHORT 


Although both hospitals and ho 
skilled at 


Linen 


tels launder linens, more 


tention is needed in a hospital 
replacement is a greater problem to a 
hospital, too, since the hospital's OC 


cupants use it 24 hours a day as com 


pared to the hotel use of about eight 


hours a day. The housewives present 


were quick to see why hospital linen’s 


life span is about one-third that of 


i hotel 
Both hotels and hospitals have a 


house and property account. In a hos 


pital, however, all maintenance, clean 


ing and repairing must be done 


around a person in bed. In a hotel 


this is done in unoccupied rooms 


Efficient hospital maids are important 


in the recovery of the patient, for 


they must please the patient by main 


taining the cleanliness of his room and 


do their work in a manner. which 


will not disturb or irritate the occu 


pant 
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at Miss Erickson presides at the 
| responsibiliti varie: workshop which was attended 
by 60 members of the auxiliary. 


It w 
idditiona 


tions me 


pat inswerl Or 
ipplied 

the hospital 
members 
Cx 
the 


of 


costs were what 


had happened to_ several substantial 


bequests recently received, why Cot 


WORKED IN GROUPS 


this initial talk, cl vork inity Chest, why c 


ge Hospital wasnt in the Com 


Cottage 


sts al 
the other 


ot 


1 of nursing on hospital 


rs W higher than those in 


local hospital, and the eftect con 


uctiny schon 


St 


th wanted to ask A lively discussion was started by 


listen several former school teachers about 


ind the 
for 


comments Dw the cost of nursing education 


ut then need to have financial assistance 


forms of education 


end¢ { 


inswer them it as for other 


proot 


| with 


The workshop 


cussion of what wuxiliary 


tion can do for a hospital 
irly 1 group was 
missionaries in dispelling musconcep 


Misunder 


irritate 


ions about the h spiral 


irritations Ns 


sick 


Standing 


person ind 
often elimi 


essens irritations 


ot 


those 
necd h spits SCTVICCS 
Misconceptions lispelle { 


Any acti 


inadequa 


eq iiprni nt 


se of 


ently h; 


new items. Most hospitals, in an effort 
to keep the charges to the patient at 
t minimum do not make any charge 
for depreciation. Consequently, they 
have no funds for equipment replace 
torth 


other 


ment. If contributions are not 


coming from auxiliaries and 
1s the hospital has only one re 
tor 


ind that 1s to charge the 


frien 


COUTSE t obtain funds 


Improve 
ments patient 
Miwore 


An be 


spark, the moving spirit, in getting a 


auxiliary might also the 


long-term = program — started — which 


would meet all the health 


need 


help to 
the 


is they relate to the hospital 


s of community, particularly 


THEY LEARNED A LOT 
By | 


guild who had been present 


the 60 members of the 
SCTVICE 
it the all-day workshop began to show 
ot 


point 


evidence having reached a sat 
in absorbing the 


had 


agerly following the speakers 


uration new 


} 


; 
knowledge They been very at 


(centive ( 


ind taking notes. Their questions 


showed real thought and a good grasp 
of They 
for to learn the 


tecling 


the problems were gratetu! 


the Opportunity facts 
that 
had 


re alized 


certain every aspect ot 


pre 


there was a 


he problem been openly 


ented. They 
for 


pre sent 


hospital COSTS being 
level. Many had al 


ready decided what they would explain 


r¢ il reason 


it they 
to some particular person of their 
had 


ird on Cottage Hospital 


icquaintance who been consist 


The 


members had 


worksh« p served its purpose 


been capably in 


d, heard the tacts, were con 


vinced were ready to do their 


we broader and better 


share 


ommunity-wide understanding the 


ospital’s problems and needs 





The Aftermath ofa Fire Was 


Whee days after the 
d St. Paul's 


October 19 


Hospit il 
Alberta the 


from the 


sister 
idministrator, had a 
Dallas fire 
oft that 


ill personnel be warned ayainst devel 


Visit 
During the co 


idvise { that 


marshal 


call the marshal 


oping a t Neurosis ind supe sted 


that the ground of fire-consciousnes 


be allowed to remain tallow tor a time 


mal the usual pitters tollowing 


such a fire should taper off t normal 
safety 


{ ike 1) 


only wise 


ittitude toward the fire 


yram. This advice was 
was the 


lett 


tration for it was 


retrospect ind prac 


tical Course open to the adminis 


nothing more than 


in extension of the important ° Be 


Calm” advice contained in the Stand 


urd Operating Procedure which 


issued to every department 


PLANNED SAFETY COURSE 


At about the same time an official 


trom the education department ot the 
with the hos 


fire marshals office met 


pital safety officer to map out a fire 
school sponsored by the fire 


had 


scale in the past in the hospital. The 


depart 


ment that been used on a small 


yxoposed Course was planned for an 
proj | 


indefinite time in the future when, it 


was felt, the need for rejuvenating 


iCtive but not neuron fire-con 


sciousness in the stath would be most 


opportune and appropriate This in 


definite future date tor the school 
was to be at 


future All 


ind more 


course on fire safety 


least six months tin the 


our energies for six months 


would be taken up with 


primarily 

oul 
build 
( where 


ind tne 


maintaining the best care tor 


patients (limited to the annex 


ing) while the main building 
fire occurred 
Dallas 


and we 


was remodeled 


new building was completed 


could move patients into 1 


The dedication of the Dallas building 
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An Improved Safety Program 


JOSEPH K. LANE 
Personnel Director 
St. Paul Hospital 

Dallas Tex 


elab« ration 
vyeneral 
1 Operating | 


Things 


program 


compl 
tron of St t 
arned 
he ncorpo imt ( ind new 
saftery pre nonnursing 


received their 


Ic} ir¢ments 


SOP | 


Imost all proced 


ures 
be framed and put in the c 

ind every as i fire safety 
program had ¢ be considered and 


worked on sense, that job ts 


Imost and uurse, admin 
it VE sUperVIsiON 
( pr ration 
Besides 
iin fiat 
idministration 
hazards in 
the physical Although = the 


October 195] 1, of 


remove 
Struct 


fire wm course 


spur on reconstruction of the physical 


fabric Considered to be unsate at that 


time, the next step in the removal of 


fire hhaza portance Was 
not 1 su ( tn fire The 
major haza in ion was the 
vabled roof and storage section on the 
innex building. Removal of this floor 
ind replacement by a modern fire 


resistive section was, betore the fire 


hazard 
1948 


be the final step of the fire 


irea removal program begun in 


The major projects of this program 
been the removal or enclosing of 
open stairwells in the older sec 

f nuch had 


On 


were 


ns oF the lOsSpl That 


been accomplished betore the fire 


Jan. 13, 1953, the first patients 


moved int new sixth annex sec 


With the enclosure 
} 


innex staircase in December 
l-are i 


fire-hazar removy 


ime to an end 
In June 19 


hospital finally 


the fire 


holding the fire 
The final 


vith the inniver 


KEY PERSONS ATTENDED 


| " | 
Iwo weeks before the school 


employes were | 
Paul's Ne 


fire school run by the 


to begin all 


through St 


Id 


partment would be held on these 


from to > p.m., and that although 


it would be impossible for all pet 


sonnel to attend, at least certain key 


persons, each to be informed in the 


course of the next two weeks, would 
; ; 


be expect¢ { to attend The next ste} 


was for the safety officer, in the name 


ot the 


to each 


administrator, to write 


individual supervisor an 
+ 


partment head asking that this n 


that technician, this maintenance man 


ind S¢ 


larly All 


] 
lents and student 


on be sent to the school 
x-ray and laboratory 
nurses 

ifliation were to attend 
Neu seller, 


betore the 


which came 
school began issu 


eral invitation to all pers nnel 


ested in attending. This general in 
vitation was accepted by several em 
ployes not considered key personnel 
which was gratifying to the adminis 
tration 


When the 


lecide on the t pics to be dealt 


time actually came to 


Witl 


in the course, we chose four subjects 


mut of a list of 15 or so. The subjects 


chosen were those most safety 


omcers 
as being most point 
' ,; 


peneral Course HOWIiNs 


would elect 
in a short 


schedule of subjects 


The MODERN HOSPITAL 





FIRE SCHOOL 
LECTURES AND DEMONSTRATIONS 
By Dallas Fire Department 
Oct. 20-24, 2-3 p.m. daily in 


School Auditorium 


Mon., October 20 Chemistry 
Fire Safety 

October 21 Common Fire Hazards 

and 4 20 minute movie 

October 22 


and a new 25 minute movie 


>of Fire and 
Tues 
Wed Evacuation and Fire 
Emergency 
Fire and Your Hosp tal 

October 23 Use of Fire Ext nguish 


ers Demonstration of different types of 


Thurs 


extingu shers 
October 24 


Those who take the course and 


Review and Test 
pass the 
test will receive a certificate 
NeCMAIstry ire Was Chosen as 
To prevent fire and 
! 1 
employes must KNOW the 
1 chemical at 
chemical Causes ind how 
once 1 ets started. They 


things must be 


SAM 
travels, where 


ishment 


iVCcIsS 
rhen went 


iriOus izardous 


cq ipo nt The 


jor emphasis ( hi ays program 


nm vood tht 


ifs. 


Two instructors from the Dallas fire department lecture on fire safety. 


Emergen 
first of all 


fire departments point of view. Su 


eale witl trom 
jects included tne responsibility 
chiet 


telling the 


ithority of the fire ind the 


treme importance ¢ f 


where the fire 1s when 


an alarm, instead of be 


] 


iving like the panicky woman who 


telephoned the department, screamed 


| 


Fire ind then hung up! The in 
I 


{ the 


spectors informed class that me 


one would pass the quiz who did not 


memorize the telephone number of 


R1-654 The 


Stand 


the fire department 


satety officer then went over the 
id Operating Procedures for nursing 
livisions in as 
| 


much detail as time 


lowe showing as often as possible 


reavon for the different 


SO.P 


ASPECTS 
Then followed the new 
ind Your Hospital This 


film need discussed except 


t the 


movie, — Fire 


excell ne 
Ameri 


once i é ind 


of every 


Iimmary 


sarety 


lealt specifically with each type of ex 
Paul's 
to extinguish a fire 


tank 


extinguisher tor 


ruisher im use at St very 


a ch ince 


a metal using the cor 


the class of fire 


| 


involved A good time was had by 


ll, especially when two inspectors had 
t little dithiculty in 


ticular fire out Ot 


getting one pat 
course we ama 
teurs had no trouble at all! 
Arrendance was excellent and above 
tell down 
A tew 


and departments failed to 


expectation at all times. It 
to 95 for the review and quiz 
livisions 
he represented once or twice during 


Reaction of 


seemed tO be ONC 


the five days those who 


ittended the course 


of enjoyment and appreciation. Al 


though employes have not “gone overt 


board” they appear to the adminis 


trator and director of nurses to be very 


much aware of their responsibility tor 


lertness. This has been particularly 


notuceable in their zeal to keep the 


vertical shafts enclosed by shutting the 


' P 
fire loors on stairwells To those who 


| issed the quiz (most of the employes 

fine gilded certificate 
ifety office 

t week ot 


know it 


Was issued The 
was literally 
October by 


they 


pestere d the 
who 


passe d 


those 
had 


wcre 


4 inted to 
d if 
Phe Dallas Fire Department did as 

1 job of teaching as it did fight 


of Oct. 24 


thear certificates ready! 


the on the night 





Administrators 
E. E. 
ministrator 
Hospi 
NY 


hive 


Glover, 
id 
Samaritan 
Troy 
the ist 
hasa 


duties as 


ol 


tal 
sumed 
ha 
idmunistrator 

Ideal Hospital ol 
Iendicott NX y 


Mr al member oO 


" | ae 


E. E 


Glover 


Glover is { the Ameri 


in College of Hospital Administrators 


ind aA per sonal 


in | lospital \ss 
B. 


thimistrative 


member of the Ameri 


ociation 


Lee Mootz has resigned as ad 


assistant Robert 
\ultman Hospital, Can 


to 
Bachmeyer at 
Ohio 


| uke 


A. 


ol 


to become assistant director 


Hospuit il, Cleveland 


ton 


ust 


business 
Hos 
be cn 
hos 


James Brown, tormerly 


tlle General 


S. ( 


Crreen\ 
Ihe 
issistant 

Fred F. 


(sreen 


hhahhaper 


pital (sreen has 


director ot the 
Ellison, the 
ille, 
issistant superintendent of the hospital 
Mi 
idmunistrator of the Hutchins Memorial 
Gra \nother ap 

ul General Hos 
that of Robert E. Toomey as 
Mr 


Columbia 


Phare d 


pital new 


troller at was tormerly 


also. formerly served as 


| llison 


Butord 


I lospital, 


pomtment Greenville 


pot il was 
Loome \ 


issistant§ director 


graduate ol the nive 
idmunistration, 
North Country 


N.) 


course mm hospital 
tormerly director ot the 
I lospitals t 


C,ouverneur, 


G. 


been 


Charles 
has 


social 


Marion 
named 
of the 
Hospital 
NLY 


two 


director 
Jewish 
ol Brooklyn 
For the last 
ind one-halt years 


he 


Charles G. Marion 


has le en sery 


as assistant 


M rion, 


Veterans 


Mr. 


the 


directos ot the hospital 
who was employed by 
\dministration prior to World War Il 


} 


administrative othcer tor 


Le 
' 


SU rinnte nae nt of 


served as an 


four years in the army also has 


served assistant 
South 


Rockville 


lerrace 


aS 
Nassau Communities Hospital, 
Center, N.Y 
Heights 


and as director 


Hospital Hollis 


84 


Ww. 


About People 


a member ot the Amer 


ind 


N.Y. Hei 
Hospital \ssociation 
eve ol Hospital \d 


the Ameri ifi 


ninistrators 


Harold Warren, 
tormerly adminis 
trator of Hopkins 
Memorial 
ntal, Sulphur 
lex 


recently ippomnte d 


County 
Hos} 
Springs, 


idministrator of 


Baptist Harold Warren 
xa PULLS 


Central 
Hospital which ts 
Lex 


operated by 


at 


} 
i 


now under construction ington 


Ky I he hospital will 
the Hospital Commission of Kentucky 
Mr. Warren 
been the North 
siana Sanitarium, Shreveport; the Hill 
crest Memorial Hospital, Waco l¢ X. 
t the Stephenville Hos} ital and 

Stephen ille Le 


Baptists Previously, 


associated wath Lou 


t1¢ 
also has 


Tex 


ind hospital re 


Chink 
been regional director 
Texas Blue 


lations representative of the 


Cross plan 


if} 


a nominee ot 


has 


Brig. Gen. James O. Gillespie h 


ISSUTTIC d 


the 


command of Lettermat 


General Hospital, San Francisco 1 
ceeding Maj. Gen. Leonard D. Heaton, 


who will head the 


Medical Center 


sistant 
crsity 


uperintendent ) 


Bernard F. Carr has 


Altoona, Pa 


Irom 


the 


hy hool ol 


ersity, 
vent 


1950 


to 


lor 


the 


Nursing 


ind the | 


ministration 


idmunistrative 


th 


( 


American Coll 


miinistrators, 


n hairman ol 


MOCTALION § 


plant 


pointed 


J. Grayson Brothers is 


I 


council 


administrator ol 


Medical  ( 


admuinists itor 


UW alte 
al VM ashing 


Reed Army 
dD 


tol 


resigned a 


Indiana 
enter to 
ital 


t Altoona Hos; 


arr, Who has ret 


State Llo pita 
New York [ an 
niversity ol 


Medical 


in 


cle 


Mr ( 


) L. 1 ] 
NOCK IGANG 


[.| 
re sic ney 
LA 


assistant \ 


later 


NOMIC 


lhe ve ol Hos, it il 


ser Cad 
Indiana Hos} it 


tion 


he Last year 


the 


1 on constrt 


operation 


the newly) i} 


ot Grace Ho 








Dr. Donaid G. 
Anderson, 
the ¢ 
Medical 


and 


SCCT¢ 


tary ol oun 


cil on 
Education 
Hospitals of the 
American Medical 


\ssociation, has 


appoint d 


D. G. Anderson, M.D 
the | 
Medicine 


the 


heen 


le ot niversity ot Rochester 


School o and Dentistry, ef 


lective at opening ot the 1953-54 


academu tall. Dr 


ll succeed Dr. George Hoyt Whip 


year this \nderson 


Wi 
ple, Nobel prize winner in medicine, 
researcher, 
the Uni 


1 will 


and medical educator ind 


whose resignation as dean ot 


versity of Rochester medical schoo 
Dr. W hipple, 


found 


take effect June 30, who 


has headed the school since its 


ing im 1920, will continue to serve on 


the 
By 


ar yree il 


prolessor of pathology 


M.D 


1 


niversity Col 


faculty is 
\nderson, 


Columbia | 


who rece ived his 


{ Physicians and Surgeons in 


ait ack Tide 


Hospital 


has had hospital ind 


ippomntments at Boston City 


Boston, ‘ 
hospitals, New York City 
Me mort il 


vans 


\ 


Memorial 


SE hool 


pathology at Colum 


rf 
it 


cl 


faculty 


aS 


mednu 


Was 


ot Physicians 


Boston 


1, 


dean 


ine 


associated 


Keeler in 


O)thce of 


clopme nt 


t 
Ol 


\ diplom ite ol 


t 


{ 


WwW he re 


hospitals, 


from 


appointments 


Hivers 


ane 


Screntific 


Inte rnal 


treasurer 


l ducation: 


COUT il, 


| ducation: 
Selective 


the 


consultant 


S. Navy. 


zens Federal Committec 


{ 


\ 


(thice 


During World 


1 


t 


enicilin 


member 


NX tional 


t 


ana 


to 


Luke and Presbyteriat 


ind if 


Massachusetts 


1 


ind 
medic: 


dicine and 


Boston 


1) othe 


} 


bia University Col 


and Surgeons, 
S¢ hoo! ol 


the 


} 
ist TWO 


Vs 


he was on 


1942-4 


the 


{ issistant protesso 
War 
he s 


SCAT h 


with Dr. ¢ 
re 
Rese irch 

\mericat 


| 
dna 


the 
Me di 11h 
the 


cretary 
Medical 


ISOry 


\ 
Survey ol 

] 
ad 


Medica 


ot the 
Fund tor 
the director ol 


System 


Iviser to 
Service 
the 


i oi mber ol 


Surgeon 


on 


kh 


ication 
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SSPE RAINE Ks 


Health Center Links Prevention and Cure 


third of a century 


RING the last 
{ ot constructing 


which would house not 


' 
ith department ac 


Chose voluntary agen 


iso 


1" ] 
se interests are closely allied 


ltl ind related activities has 


yenized and accepted. The line 


ircation berween prevention 


nent is rapidly disappearing 
medic: profession 
me ; 
the integration and correlation 


| 


Curative medicine 


of closely allied services 


increasing attention 


CHALLENGE TO HOSPITALS 


80 


4 


ind } 


| ublic health leaders 


cept the challenge of in 


1 i 1 ] 
iw all such related activities so 
community resources will — be 


rhe best idvantaye the 
enera Ifa the com 
the health center may 
mechanism for bringing 


preventive medi ine to 


| 
means joint planning of 
health programs 


se, where pt ssible, of joint 
personnel, equipment and ad 


tion, ¢ ) 1 we must idd the 


common depart 
ind outpatient 


YSCrVICeS nd 


No. 4, April 1953 


CHARLES F. WILINSKY, M.D. 


Executive Director 
Beth Israel Hospital 
Boston 


Profound changes and advances in 
the activities of health departments 
have paralleled the expansion of hos 


7 he 


ever 


pital functions and — services 


achievement and maintenance of 


higher levels of environmental sanita 
tion have made it possible for health 
departments to turn increased atten 
tion toward developing programs to 


health 
and 


improve individual through 


education health 


Ac the 


been found essential to provide con 


immunization 


supervision same time it has 


tinuing therapeutic services if com 
municable diseases such as tuberculosis 
effectively 


and syphilis are to be pre 


vented. Health departments have be 
gun to recognize the important public 


health 
and 


health implications of such 


problems as cancer, heart disease 


other long-term illnesses, and to com 


bat them by providing certain facilities 
for their early diagnosis 
The decrease in infant mortality, the 


control of communicable disease, the 


success of programs to ma 
child 


recognition of the 


IMpProve 


ternal and health, the greater 


role of health educa 


tion—all have served to increase life 


expectancy and therefore have focused 


yreater attention on the importance of 


chronic illness as a medical and social 
problem 
The 


its role as i 


determine 


health center must reevaluate 


community service in 


order t its participation in 


leveloping a program which will meet 


] 


the changing concepts and = require 


ments, especially in the area of long 
term illness 
For 


ICTIVITICS if¢ 


Boston 


example, the agencies whose 


coordinated within the 


health units concern them 


SIDNEY LISWOOD 


Assistant Director 
Beth Israel Hospital 
Boston 


selves principally with the problems 


of chronic illness. The health depart 


ment nurse, the visiting nurse, the 


representatives of the various welfare 


organizations, all are confronted with 


this problem when they visit their 


clients in their homes, or see the 


people when they come to the health 
Wi 


that health education, whose emphasis 


unit offices can safely predict 
in the past was toward the prevention 
of disease, in the future will play an 
increasing role in preparing people to 
overcome the physical and emotional 
problems of an aging population 
Diagnostic and preventive clinics for 
diseases of the aged, services for those 
suffering from specific chronic illness 
call tor both 


cule 


stations for home care 


and chronic illness are all with 
in the range of activity of a well func 


tioning health center 


PUT THEM CLOSE TOGETHER 
The 


received impetus as the value of home 


principle of coordination has 


care programs has been recognized 


not only as a social imstrument for 


improved community service, but also 


is an effective means of reducing the 


necessity for hospitalization of those 


individuals who, under certain de 


termined Circumstances, can be treated 
in the home under the care and super 
vision of the medical profession. What 


then, 1s more logical than to house 


both hospital and health department 


activities in close proximity. By so 


doing, both the public health and the 


hospital facilities should be less ex 


pensive to provide and maintain, and 


to a large depree the 


same technical 


personnel could serve both activities 


85 





te ve Ie px 
Michigan 


loge 


nursing 
properly const 


rated 


pr int mii 
health activitse ndetr 


Circumstances i cen 


Irie 


longer 


useful ivi 


PLANNING PHYSICAL FACILITIES 


Any he ilch cent 


t modern 


| hvysical 


lepartment 
ind CQUIPpce then 


j 
ndered im che 


Program 


Maternal 
Medic: 


ertor 


rcumstances und Hospita licensure laws 


performed The general statement ende 


the following paragraph, which 
mizes the philosophy beh 


centcr concept 


ichieve maximun 
iment clin rougl 


lepartment operative u of personnel, and 


levelopment iCTIVE rams 


ifeguard and promot 
their Community 

The 

tressed 
structed ,; a 

itpatient clinics 
which are irgely ( 
\n important facet 
rangement is the provision of 
waiting room space 
coming to the clini 


ymunicable be cared for with dignity 
examinatic consideration of their rights 

lencal care viduals. The clinics themselves sh 
preventive be so constructed that they wall 
prevention themselves to 

services for while the tu 
thers lepartment clinics is in the 
irement Ameri tive in nature, the space 


A ssociatt {1 the be 
Healt well This would involve 


used for the preventive services 


veduling and coordination between 


ne Spita idministration ind the 


} irtment 


SPACE FOR STAFF OFFICES 


Space in the health center 
provided, in proportion 
tor the offices of the 
ment, tacilities tor statt 
ministrative personnel, such 


| 1 files, the nutrition: social 


records am 


worker and h fu the 


spectors, the sanitat department 


small laborat i public 


nursing 


otficia 
Examples where 
icement dell it Vil rm ha 
ommon u ) tween | tals and he 
ctively I { ments a 1 det Among these 
be mentioned the tollowing 
The Baltimore medical « 
The state of Marvland a 
Baltimore purchase out 


Nees 
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per Capit 


healtl 


In Bremerton, Wash.. the 


lepartment has its office and clinics in 
he 1 y community he spital 

In Los Angeles, a small emer 
vency hospital has been added to the 

f health center 
t. The multiphasic screening pt 

vran of ne Department of Publi 
He th ot Massachusetts 1s an excellent 
example of an official agency's using 
the facilities ind personnel of a volun 
iry hospital. The official agency, in 
his case the Department of Public 
He iit! f Massachusetts imstitured 
program it rhe Boston Dispensary 
which provided screening and diag 
K 14 crvices ( individuals il mk 
ost. Included in this program 1s 
story and complete physical exami 
nation, including chest x-ray, blood and 
irine tests, rectal examination ind 
( n 

The Boston healtt units ot 
which there are 10, constructed and 


tatted under the iuspices of the Bos 
lepartment, provide facili 
ties and office space within each healt! 


only tor the usual health cen 








{cl ctivities Concerne 





home 
Boston Dispen 
iry. Needy individuals who cannot 
itford a private physician may call any 


one of these health units. The health 


} in 1 Will range with the 
B » Dispensary voluntary ins 
or for physician active in tl 
( re program to make a home 
( (pproximately Q applications 
t health centers have been approved 


nde € provision ft the Hill-Bur 
Act nd about () are being 
I mn I mbination with NOSptta 
t ( 
\ Ne presen ink ipprox 
e} } ¢ t pies KIS n this coun 
r you I I fr hospita n 
| nte vit int s¢ f per 
: ¢ Ot these j r 
' n ) A ! put nh } i 
( } n } “A ! voluntar 
£ 
. Fi ‘ vhere | spi 





Be ston Birmingham Ala Cook 
County, Chicago; Denver, and Louis 
ville, Ky., the health officer and the 
staff have resp nsibility for the teach 


ing of preventive medicine and public 


medical students 


1 ilth ce) 
9. In 


nd Sonoma there is an administrative 


Denver, Louisville. Monterey 


is well as geographic combination of 
health department and hospital, with 
single laboratory serving both hos 


pital and health department 
0. The 


lepartment and the 


specific areas in which the 
health hospital 
either 


situated 


were jointly housed, that ts 


combined in one building or 


each other, are as tollows 


Jetterson County Ala 


rdyacent t 


Birmingham 


bama: Kern, Monterey, Sonoma and 
Stanislaus counties, California; Den 
ver; Floyd, Macon-Bibb and Ware 
counties, Georgia Cook Country, Th 


Jetterson County, Ken 
Washington and W: 


Le UIS\ ile 


tucky; Charles 


Now 


comico counties, Maryland: Isabella 
County and Flint, Mich.; St. Louts 
County, Missourt: New York City 
Columbus and Onslow counties, North 


produces 


} Oot 


A CAMERA that 
i yrap ts ifter 


iphic prints one minut 
Operation in the 


Warner Hos 


lea Wa 


ex posure IS NOW In) 


Annie M 


pital at Gettysburg, Pa. The 


nursery of the 


initiated by a statt member, Dr. Har 
rison F. Harbaugh, and it has now 
become an official service of the in 


titucion 


Harbaugl 


t photograpl newcomer to the 


The procedure 1s tor Dr 





Harbaugh with new customer. 


Camera Wins Friends and Funds 


for Annie M. Warner Hospital 


Okla 
Virginia, 


Kittitas 


Carolina; Okmulgee County 


Arlington County, 


Bremerton-Kitsap 


homa; 
and and 
counties, Washington 

The commodity which modern med 
ical sciences has to offer is the promo 
tion, Maintenance and conservation of 
the individual's health. This requires 
a close relationship of all kinds of 
curative services and preventive medi 
individual, as well as for 


The de 


accom 


cine tor the 
the mass of the population 


yree to which this can be 


vary considerably from 


community, but the 


plishe d may 
community to 


goal is a constant one—namely, better 


health for all the citizens of the com 


munity in which the health center 1s 


established. It may thus be summar 


ized in the logical conclusion that a 


hospital which accepts its role as the 


health center of the Community gives 


the highest type of medical and hos 


service It produces doctors 


pital 


nurses, social workers and technical 


personnel—all of whom in turn play 
in important role in rendering the best 


possible medical care 











world minutes after his arrival, with 
this new type of camera 
Later, “Mom” gets a photographs 


vlimpse of her new son By this time 


the picture is attractively mounted in 


de luxe folder bearing the tnscrip 
tion of the hospital 
According to Dr 


marental reaction from the outset has 
I 


Harbaugh the 


these pic 
bac k 


to the office with a snapshot of junior 


been ‘terrific. Fathers love 


tures too because they can race 


to show the gang 


The hospital which charges $1 tor 


the picture, spends every cent of the 


money for new luxury equipment for 


the nursery The doctor stated 
taken us years under 


addi 


It would have 


Che regular budypet tr buy the 


tional equipment for the nursery de 
partment that this camera has made 


pos ible in a few short months. Its 


fund raiser and the pa 


both 


tickled with the 


i te } notch 


tients benefit at ends of the 


irranvement. They re 


1eu 












The Aged Need Protection 


from the costs of hospital care 


S yicaady IDI 


1. S. FALK and AGNES W. BREWSTER 


Director and Medical Economist 


Division of Research and Statistics 


Social Security Administration 
Federal Security Agency, Washington, D.C 


ves. The extent of 


sul 
ince Ownership declines markedly 


with 
cent owned nsurance inh 

per cent in 
ives a Vcr As l 


i result, the in 
was relatively 


SUTFANCE 


concentratc¢ in} 


gaintully 
MUST BE ABLE TO PAY 


, , 
employed 
1 with 
linke ibility : 


INsurance W 
times as | 


als 
arge among 
8 per cent iS among 


Sul Iirance 
ownership was directly mem 
bership in the labor force There is no 


DATA PERMIT COMPARISONS 
ables 


ninsure persons 


different segments ¢ 


Be 


roactive 


in March 
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A good reason to switch from glass 
to all plastic Cutter I. V. sets 


Cut hands often result in loss of time and money, as well as 
painful inconvenience and the danger of infection. The Cutter 
line of expendable I.V. sets excludes all glass parts, and is 
made of breakage-resistant plastic throughout. 


And only Cutter offers you the new SAFTICLAMP* built 
right into every expendable I.V. set at no extra cost. 

This exclusive new plastic clamp assures precision 

control of fluid flow with just one hand .. . easily adjusts 

as often as desired without loss of precision. 


Va 


For a demonstration, 
call your Cutter hospital supplier now. 


He can show you how to: 


Simplify for. Safety with 


I. V. Sets / CUTTER Laboratories 


BERMELEY, CALIFORNIA 





Table 1—The Aged Population and Ownership of Hospitalization Insurance 


Noninstitutional Population 65 and Over, March 1952 


Number of Persons in Each Per Cent With Some Insurance 
Population Group (Thousands Percentage Distribution in Each Population Group 


Population Groug 
th Sexes Male Female Both Sexes Male Female Both Sexes Male Female 


Total 2,006 5,62( 6,386 100.0 100.0 100.0 26 ( 23 
65-69 4,816 2,338 2,478 40 | 41.6 38.8 36 31 
70-74 3,343 1,574 1,769 27.9 28.0 27 25 J 22 
75 and over 3,847 1,708 2,139 32.0 30.4 33 15 14 

White 11,134 5,227 5,907 92.7 93.0 92.5 ; 31 24 

Nonwhite 872 393 479 7.3 7.0 7 4 


7 64( 3,406 4,234 60.6 S 26 
2,522 1,219 1,303 21.7 18 
1,844 995 849 17.7 14 


Urban 
Rural-nonfarm 


Farm 


In the labor force 2,791 299 492 a 40.9 4! 
Not in the labor force 9,215 3,321 5,894 59.1 X y 2) 


Table 2—Hospitalization Rates in 1951 


Noninstitutional Population 65 and Over, March 1952 


Admissions per Thousand Persons Hospital Days per Admission Hospital Days per Thousand Persons 


With Some With Ne With Some With Ne With Some With No 


Insurance Insurance | Insurance Insurance Insurance Insurance 


103 63 ) 14.7 27.0 1,506 700 
116 68 22 14.6 28.0 1,685 903 
88 59 14.7 26.2 1,297 537 


Both sexes 
Male 


Female 


103 66 14.3 a7.4 1,479 78) 


White 
109 33 21.8 26.4 2,369 877 


Nonwhite 
98 C 14.9 33.6 1,451 2,014 
95 y 15.2 21.6 1,443 691 

13.7 2,080 643 


Urban 
Rural-nonfarm 


Farm 


In the labor force 12.( 1,020 637 
9 1,813 92) 


Not in the labor force 


who were only 64 in 1951 and exclude 


Table 3—Hospital Utilization in 1951 hospital care received by all persons 
Survey Population 65 and Over, March 1952 who were 6 ind over in I9SL and 


and All Persons 65 and Over When Hospitalized lied during that year and early 1952 


The utilization rates adjusted for these 


Admissions per Hospital Days per [WO pre Ups are shown in Table 5: this 


Thousand Persons Thousand Persons second set of figures therefore retlects 


Sex and Acc 
the total amount of hospital care re 

Survey 1951 Survey 1951 I 
Population Population Population Population ceived by all noninstitutional persons 


March 1952' ‘(Adjusted)’ March 1952' (Adjusted who were 65 and over at the time care 
eb a , 
Both sexes 1649 205) wee received The adjusted rates of 
65-69 1,406 1,538 Table 3 have the virtue of compara 
: ripen 
70-74 2,133 2,08 bility with hospital Statistics as usually 
75 and o 1,530 2,229 . 
presented, being equivalent to rates de 
Mole 837 2,291 rived on a current basis. Unfortunately 
45-69 1,349 1,479 , 
they do t d ft | t t 
10.74 > 83) 3 364 ey do not lend themselves to the 
75 and « } | 583 2,414 comparisons among populati nN groups 
a ind between insured and noninsured 
Female ys 2 483 1,839 : ; 
65-69 460 1,593 persons that are possible from Table 
70-7 509 1,892 
ade suite pe Higher admission rates but shorter 
75 and over 487 2.080 ; 
hospital stays are the general rule for 
Confined to the living noninstitutional population aged 65 and over in March 1952 insured is against noninsured per 
Includes persons aged 65 and over who died ir 1951, and excludes persons who were sons ( Table ») Ww hite and nonwhite 


44 hen hospitalized 
” ont ; persons differ in utilization, and there 
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MOST ECONOMICAL 


Whatever Your Technique 


The totally enclosed or circle 
filter technique is, of course, 
the most economical ever 
employed in inhalation 
anesthesia. 


But not so when nitrous 
oxide-oxygen mixtures are employed without the use of ether. 


With fractional rebreathing 
techniques, the straight-flow 
method necessarily used with 
ordinary flowmeter-type 
equipment, is sometimes 
most expensive. 


L-n is scientifically designed 
with flowmeters p/us the 
famous Nargraf Head. This 
provides the intermittent 
automatic flow which is the 
most economical method yet 
devised for fractional re- 
breathing techniques. 


For complete informa- 
tion, write today for L-n 
Brochure. 














Table 4—Hospitalized Persons and Days of Hospital Care in 1951 
by Duration and Insured Status 


Noninstitutional Population 65 and Over, March 1952 


With Some With No 


Durations Total Insurance Insurance 


100.0 100.0 100.0 
82.8 88.7 79.6 
11.3 20.4 


Hospitalized persons, per cent 
Receiving less than 31 days 
Receiving 31-365 days 17.2 


100.0 100.0 100.0 


Persons receiving less than 31 days 41.2 65.3 33.7 
31-365 days 58.8 347 66.3 


Hospital days, per cent 


Persons receiving 


20.7 20.6 20.7 


Days, to the 3Ist 
30th 38.1 14.1 45.6 


Days, beyond the 


100.0 100.0 100.0 
93.0 97.9 90.4 
7.0 2.1 9.6 


Hospitalized persons, per cent 
Receiving less than 61 days 
Receiving 61-365 days 


cent 100.0 100.0 100.0 


Persons receiving less than 61 days 59.7 90.6 49.9 
365 days 40.3 9.4 50.1 


Hospital days, per 


Persons receiving 61 


Days, to the 6Ist 16.7 77 19.5 
Days, beyond the 60th 23.6 Py 30.6 


No one in this group in the survey sample had more than 90 days during the year 


Table 5—Method of Paying Hospital Bills in 1951 


Hospitalized Persons in the Noninstitutional 
Population 65 and Over, March 1952 


With Some With No 
Source of Payment Total Insurance Insurance 


Total 100.0 100.0 100.0 


Payment from a single source 76.1 45.4 92.8 
6.7 
1.5 


By person or spouse 
By relative 

By imeurance 

By others 

No charges 


0.7 


Payment from multiple sources 


Payment from single or multiple sources 

involving 

Person or spouse 

Person, spouse and relative 

Relative 

Insur ance 

Others 

No charges 


Not additive 


Also includes a few instances of patient plus free care, relative plus free care, and relative 


and other 


between urban and farm in LYST was 94 per thousand, in con 


idmissions and days of trast to » per thousand among. the 
latively betrer health that March 1952 population, and hospital 


umed for aged persons still ‘ per thousand were 2051 instead 
force is retlected in then 1649 showing the effect of 
idmission and short aver including admissions and days for 


a result, their days of aged persons who died during 


per thousand are much the year ofr prior to the survey 


, 
those not in the labor lace. In the adjusted data, both the ad 


d or not mission rates and the days of care pet 
the thousand generally increase with ad 
noninsti vancing age, reflecting the higher death 


ind over rates at the highest ages. The male rate 


of 2291 days per thousand, the female 
rate of 1849, and the rate for both 
sexes of 2051 are nearly double the 
1951 rate of 1131 for the population of 
all ages, shown later in Table 6 

The long stays in the hospital of a 
relatively small proportion of persons 
can account for a large share ot rhe 
total hospital days a group receives 
(Table 4). The insured and the non 
insured differed considerably in this 
respect, however, because only a very 
small fraction of those with insurance 
remained in the hospital longer than 
60 days and, in the survey sample, none 
remained longer than 90 days. The 
figures suggest why insurance plans 
can, at relatively low cost, increase the 
maximum benefit days from 21 or 30 
to 9O, 120 or more. If there were an 
uwnutavorable selection of risk amony 
the insured membership, such as was 
apparent for aged persons who had no 
insurance in the March 1952 popula 


tion, a substantial increase in days ot 


care per thousand would be involved 


Turning to the question of how aged 
people pay their hospital bills (Tabk 


it is evident that the insured and 


the noninsured met hospital charges 
quite differently. For 36 per cent of 
the insured (bute for only 13 per cent 
of the total population insurance 
ilone took care of the bill: it required 


supplementation for 54 per cent of the 
insured. Among the noninsured, 5 
per cent met the bill entirely them 
selves, but more than a fifth had care 
with no charges made, and _ relatives 
met the bill entirely for 15 per cent 
Experiences in furnishing hospital 
are to persons 65 and over, which 
were assembled in the course of these 
studies, are summarized in Table 6 
The rates apply to both sexes combined 
and are based on a wide variety of 
data. With the basis laid in Tables 
and 4 for examining differences in 
rates among different segments of the 
wed population, the reader acquainted 
with the characteristics of group pay 
ment plans can discover some of the 
explanations for wide divergence in 
rates evident among the plans. Limi 
tations OF space do not permit more 
than pointing out that there are ditter 
ences in age distribution, urbanization 


scope of insurance benefits or of public 
provisions for hospital care, extent ot 
insurance ownership, membership in 
the labor force, and in availability of 
hospital facilities and outpatient serv 
ices. In varying degrees, such factors 
affect the rates in the different experi 


ences shown. (Continued on Page 94 
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These Glasco Blood Diluting Pipettes 


#525 Blood Diluting Pipette for red corpuscl 
#826 Blood Diluting Pipette for white corpuscle 
27 Sahli Blood Diluting Pipette 


are accurate...annealed...individually retested! 


Wihiru nosprran stares making 
in increasing number of blood tests, it 
pays you to give your doctors and 
nurses the advantages of Glasco Blood 


Diluting Pipettes: 


All markings are 
fused-in 


They are accurate 
indicated with a permanent 
filler. Tubing used for pipettes has uni 
form bore. This permits uniform spac 


ing of graduation lines... accuracy 


Vol. 80. No. 4, April 1953 


throughout graduated length. Accuracy 
is kept within limits set by the National 


Sureau of Standards: + 5% on pipettes 


for red corpuscles; + 3.5% on pipettes 
for white corpuse les; + 3% for Sahli 


pipettes 


They are completely annealed—All 


pipettes are carefully and scientifically 


annealed and all have permanent, 


fused-in filler to withstand rough treat- 


day-out hospital 


them greater life 


ment from day-in 
use, and to give 
expectancy 

They are individually retested— Each 
Glasco pipette is tested during manu 
facture, then retested for accuracy be- 
fore shipment. This 100’ 
assures conformance with published 
tolerances. Write today for a free cata 


log and price listing 


retesting 


GLASCO PRODUCTS CO. 


111 NORTH CANAL STREET, CHICAGO 6, ILLINOIS 


93 





Table 6—Hospital Utilization Among Persons 65 and Over’ ital care they nee 


ir 


1OnS irc ve 
Admissions Days Days use their utilizacie 


per per per siderably higher than 
Group Thousend Admission Thousand , ) 7 
> or 20 years earlier. Will the trend 
Pe ee eee 195 112 1,13) toward still higher levels continue 
Should it? Or should more of the « 
SSA Census survey > an ’ ‘ 2,091 { { ] 
ote 1.792 received by the aged especially by the 
iat tinea 2,090 long-term cases, be of a less elaborate 
ind less expensive kind, whether in in 
Common Costs of Medi | 
National Health Survey 7) 456 CHUTIONS de signed for cars os 


Eastern Health District, Baltimore linics for ambulatory patients, in 
OAS! beneficiaries, 64 loctors offices, Or in patients homes 
Insured > K The « mparison of the survey find 


Not insured ings with those trom various other ex 
! 
surance experier >s 


tr P periences emphasizes that geographica 


Blue Cross Plans location and factors of pe pul it1ONn SE 
A. State, urboan-rura 1937-48 ] 1 } " , 
1950 1 ection radically aftect the utilization 


B State, more urbar 
C. Large city and suburba 1950 54 rates. There are some indications that 
‘ 194 j 
D. Metropolitan area vo1 the hospitalization rates ire le Wel 
Other 1 
¢ ) tf app t , vad 

H.1.P. members 1948 when prepayment ap} lies to a broa 


Permanente 1950 spectrum ot medical SCTVICCS ind I} 
GE pensioners 1950-51 ’ é 

merely to hospital care If this obser 
Missouri Pacific pensioner 1949 ‘ spi 
vation 1s supported by further experi 


OAA, counties in ¥ states 1946 P 


ence suggests an opportunity for 


Minimum 
Mediar 
Maximum ire, Without sacrifice of idequacy by 


future reduction in the of hospital 


expansion of Outpatient, Office 
| 


Canadian public insurance 
Brit sh Columbia 172 17.6 3,020 pervises 
Saskatchewan, 65 and over 334 22.4 7,485 Th fat f 1oO ave assistance ex 

Excluding OA pensioners 303 20.8 6,298 ] : 
OA pensioners 193 25.1 9864 perience remind us thi 1 economi 


me ca the aged 


diest mony the aged 


the medically nee 


sources on which these data were based may be obtained from Mr. Falk at the Division 

of Research and Statistics, Social Security Administration, Washington, D. C ; 
amount of hospita 

j 


furn:shed them has been 





etermined 
larg ly by available public funds. More 
' ear! d ual WOVISK I pt ble 

nh | LOS were theless received i larger mount. of neariy adequate pf mn fe pu 


| } assistance Cases throughout the country 
over recet uly tw is | hos C Thus, financial burden 


cou { involve large a {ditional tax 


fund Public assistance methods and 


veneral he ’ rca } Was lispr portionately heavy on thos 


populaci hl ves iS resu least equipped i bear it those with ; 
mainly tre } {1 | { ho msurance procecth n These findings practices in regata tO hospita 

we length of hospital ire supported by the data showing the therefore deserve close study, s 
ize groups, short-term cases pt fom extent to which relatives, the hospitals there will be maximum economy wit 
nated among the aged bur the public ALPCACICS ind others apart 


| ) { 
tively tew long-term cases were re from ss insurance participated Finally, a tew comments 


out sacrifice of quality 


1 ) data I 
sible for a | nancing the hospital of implications of the data c¢ 


persons surance and financing. Only one fourth 
pers . 
h red had ) } yt zat 

This j WITS 1 ‘ 1 It is widely believed that olde per of the aged had some hi Sp! alization 

7 Q5) And rl n 

of general he spital ds, personne ink ire not receiving the amount ot insurance in March | Anda OS 


ay er | | 
| ) d ¢ ‘ th. m 
funds for the care « nv-term \ospital care they need. This is difficule WhO 244 some, had far less than con 


ha a 1\ nsurance protection vit 
mong the age to st objectively, because “need” is P*ehensive | al I 


P he; rou oth veth 
Amony pet th VA measure. However. if the ad ness their frequent use of her met 


ind ‘ help p hospital 
quency ¢ ! { 1 rates for insured persons do eds and resources to help pay hos} il 
bills. Voluntary insurance may further 


| 


imount sp ret | lect substantial over-hospitaliza 
enrollment among the aged 


the much lower admission rates 
comprehensiveness of the pro 


1 noninsured persons probably reflect 
ifforded. But the 


nder-hospitalization, not only among 
select groups like the farm residents ry2 proportions 
ind the nonwhites, but also among the { nea financial resources of most 
noninsured generally because as a th ryest limits beyond wh 
they probably have more illness » voluntary 
care 


ind 


especially Che 
] I! 
them who were } al and ot costs of illness 


receiving all th LInHes n Pa M 
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Miracle whip has a uniform quality and distinctive flavor 
you would find difficult to equal with any of your own 
carefully prepared dressings ... plus offering the added 
advantage of eliminating costly preparation time. 


Creamy-smooth, Miracle Whip’s just-right taste is sure 


to please more of your customers—make more salad sales 


for you. Order Miracle Whip in 1-gallon jars from your 


Kraft Institutional representative today! 


Distributed direct and through service-minded jobbers everywhere 


®tc, 
"e 
ca 


Afr 


* Cm 
©4908 isin , 


fatto gy 


Foods Company 
INSTITUTIONAL 


DIVISION 


The Nation's Taste is 


. your best Buying Guide 





lron-Clad 
Dependability 


HOSPITAL WIRING 


You can be sure that the electrical wir finish insures positive, long-lasting 
ing in your new or remodeled hospital resistance to rust and corrosion. They 
will endure throughout the life of the are available in both threaded and no- 
structure, if you insist on Appleton thread types 
MALLEABLE IRON Unilets on all The complete Appleton line includes 
conduit installations every fitting for smooth, on-schedule, 
Cast, unbreakable MALLEABLI high quality electrical installation 
IRON makes these fittings stronger, The Appleton line includes Appleton 
but lighter, and the special Appleton Explosion-Proof Hospital Equipment 
for electrical switches and outlets ex- 
xy 9 posed to inflammable gases in operating 
: and delivery rooms. This equipment 
is approved by Underwriters’ Labora 
tories—meets every requirement for 
installation in Class I, Groups C and D, 
hazardous locations 


For every hospital wiring job, 
insist on Appleton— 


ae etal 
u Nw i t e T 4 The Standard for Better Wiring. 


Sold Through Electrical Wholesalers 

APPLETON ELECTRIC COMPANY 

1743 Wellington Avenue ¢ Chicago 13, Illinois 

CONDUIT FITTINGS ¢ LIGHTING EQUIPMENT ¢ OUTLET AND 

SWITCH BOXES « EXPLOSION-PROOF FITTINGS ¢ REELITES 
Sales Engineers in All Principal Markets 


One alternate recourse is public sub 
sidy of Current insurance premiums for 
the aged; bur this would involve large 
amounts of public funds, would call 
tor public standards and accounting 
and might be difficult to develop 

Another and perhaps more logical 
recourse is paid-up hospitalization in 
surance tor those who withdraw from 
the labor force, and their dependents 
and for those sull able to work but 
approaching retirement. If this were 
provided, the aged would have paid-up 
insurance for hospital costs just as, 
under old-age and survivors insurance 
or other systems, they have paid-up in 
surance to provide income with which 
to purchase necessities of life that can 
be budgeted by individual families.* In 
financial terms, such paid-up insuranc 
implies premium payments during the 
working lifetime large enough to pay 
for postretirement as well as for cur 
rent hospitalization imsurance protec 
tion. In economic terms, it implies ear 
marking a portion of current national 
product for the health services of the 
aged 

Whatever ts done for the future 
health care of the aged should have 
regard for economy as well as quality 
in the hospitalization practices that de 
termine costs; and, at the same time, it 
should achieve effective as well as 
equitable allocation of the costs among 
groups of people and over periods of 
time 

References 

Annual Survey ot Accident and Health 
Coverage in the United States, as of Dex 
31, 1951. The Health Insurance Council 
New York, June 1952, 31 pp 

For more details on methodology and 
findings, see Social Security Bulletin, N« 
vember 1952 

The adjustments for age 64 were based 
on the hospitalization rates tor persons 65 
69. The adjustments for decedents were 
made by applying hospitalization rates, by 
age groups, to data on deaths according to 
place of death. It was assumed that: non 
institutional deaths had the average fre 
quency and amount of hospitalization ot 
survivors; hospital deaths had one admis 
sion of average duration each—to cover 
terminal and prior hospitalization in the 
year. We are indebted to the Othce of Vital 
Statistics for use of their punch cards tor 
a 10 per cent sample of all deaths in 1949 
Further details concerning these adjust 
ments are given in the Social Security Bul 
letin, November 1952 

‘Since this paper was presented, the 
Presidents Commission on the Health 
Needs of the Nation has released its report 

Dec. 18, 1952), recommending that 


Funds collected through the old-age and 


j 
j 
, 
survivors insurance mechanism be utilized 


to purchase personal heaith service bene 


fits (1.e. hospital and medical care) on a 
prepayment basis for beneficiaries of that 
insurance program, under a plan which 
meets federal standards and which does 
not involve a means test Vol. 1, page 


is 
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Picture your hospital textile needs—and call only a few of the items Carolina regularly sup- 


for Carolina. Not only will the Carolina repre- plies to hospitals Our textile line is complete, 


sentative—or home office—be happy to take and tastefully selected with the patient also in 


care of your needs, but vou can count on mind. Our Surgical dressings are quality prod- 


prompt shipment, careful attention to details, ucts. designed for service and economy. If 


and a fair price. vou do not have a complete set of Carolina 


The Carolina Gallery shown above piretures catalogs at vour finger tips, write for a copy. 


CAROLINA ABSORBENT COTTON CO. 


of Barnhardt Mfg. Co) 
CHARLOTTE. N.C. 


ALSO AVAILABLE COTTON FILLED NAPKINS, GAUZE WRAPPED, AND CELLULOSE FILLED NAPKINS 


Other 
Carolina 
Products 


Sanitary Napkins Cotton balls Absorbent cotton 4 Hospital 7 ') 
Supplies — 


\- INO, 
RS on 


oa Ol 





For Maximum se CAROLAB 


Absorbency and 
Drainage Control’ CompiyatiON PADS and Roy 5 


is greater efficiency, for greater economy, Carolina pre and cellulose backed by one layer of non-absorbent cot- 


Specially ton 


W the dressing The surrounding surgical gauze 1s amply 


sents this major advance in combination pads to prevent leakage and diffuse drainage throughout 


designed to control absorption and drainage, the ne 
lapped and secured to prevent bulging or separation, thus 


as 


Carolina combinations provide maximum time in use 


well as the most complete protection available today providing a dressing with maximum life in use 


against leakage—a definite cost factor affecting garments This resistance to leakage is responsible for other divi- 


and sheeting dends affecting maintenance costs. There are fewer stained 


garments and sheeting, with a resultant decline in hard 


Completely enclosed in a layer of surgical gauze, the 
: I : , ks 5 F washing and bleaching. A new surgical dressings catalog is 
new Carolina Multi-Layer Combination Pads and Rolls 
: now ready. Be sure to send for your copy today 


are made of alternate layer of highly absorbent cotton 


ta... 8 in. x 20 yds. . - i+ e+ © % we 12 rolls per case 
¥ lt 4 8"x7h" ae a ee oe 4 gross per case 
Bas a 8"x 10" a — 3 gross per case 
hoe 8" x 24", 12" 16" 
F 8" x 30", 10" x 24" 1 gross per case 
10" x 12" 2 gross per case 


1 gross per case 


Other sizes available on request 


CAROLINA ABSORBENT COTTON 


(Division of Barnhordt?t Mfg Co.) 


CHARLOTTE, N.C. 


Cotton balls : Hospital id t 
Supplies ~ 


Sanitary Napkins Absorbent cotton 















lt Costs You Absolutely Nothing 
to Use this Easier, Faster, Safer 





















Identification 





Pays ts Own Way...and More Of the scores of hospital 
that are using the PRESCO IDENTIFICATION SYSTEM, practically 


every one is enypoyving its many ital advantages on a no cost basis 
PRESCO BABY KIT 


In fact. the vast majority are charging one dollar for the pRESCO 
for baby identification) beautifully ce 


bracelet after it has served its protective purpose and becomes a signed in durable plastic _contains 14teom 
beautiful. priceless Keepsake. even at the minimum charge of plete bracelets (72 blue and 72 pink) #5975 
fifty cents, each bracelet more than pays its own way. fdult size packed all pink. all blue 


or all white: same price 


PRESCO REFILLS 


Positive Identification — Easily and Quickly Applied 
Phe pRescO system is simplicity itself. A soft. pliable plasti 


bracelet (non-toxie to skin) is slipped around wrist or ankle. It 144 complete bracelets, (2 blue and 7: pink. 
or all white for adults *4320 

does not have to fit tightly. vet stays comfortably and safely in 

place. On in a jiffy. with a minimum of preparation, And it wont ddullt Identification 

come off until it is cut off. Important, too! 
Phe name card (which is slipped and automatically locked into Adult size presco bracelets are especially 

the transparent bracelet provides ample s prac e oon the back for rea ommended for use In sures. al CUses and 

additional data and fingerprint, if desired. in multiple-bed rooms. Theyre a never- 


failing “double-check” in the cause of com- 


for Free Samples and the complete story, plete accuracy. Again, here’s a protective 
write the PRESCO COMPANY, INC., Hendersonville, N.C. procedure patients are glad to pay for. 
Order A. S. ALOE COMPANY MEINECKE & COMPANY, INC. 
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In hypertensive emergencies, 





when the blood pressure must be 






dropped in a matter of minutes, 





Solution Intravenous Veriloid mer- 






its first consideration. Its action is 





prompt and profound, lowering 





the arterial tension in most pa- 





tients to or near normotensive lev- 





els. However, the clinician at all 





times has complete control of the 





extent of the blood pressure drop. 
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The dependable hypotensive action 
of Solution Intramuscular Veriloid 
makes this unique extract of Veratrum 
viridealkaloids highly valuablein mild 
and moderate pre-eclampsia. It pro- 


duces a prompt initial fall in blood 


pressure, and, given at intervals of 


3 to 6 hours, it then holds the tension 
at or near normotensive levels until 


i 
a 


delivery occurs. 


Note These Results 
In a series* of 56 patients with mild 
to severe pre-eclampsia, excellent re- 
sults were obtained in 47 patients, 
good results in 4, and fair results in 5. 
In all patients the significantly de- 
pressed blood pressure was main- 
tained until delivery took place. In 
5 cases of postpartum pre-eclampsia, 
the results were especially gratifying 


*Finnert P.A..J and Fuchs,G. J.: Washington, LD. ¢ 
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in PRE-ECLAMPSIA 





since only a single injection was re- 
quired in each patient. 


Solution Intramuscular Veriloid 
merits ready availability in the labor 
and delivery rooms; it can aid sig- 
nificantly in the management of the 


eclamptic patient. 


In Hypertension 
Given in proper dosage, Solution In- 
tramuscular Veriloid offers a positive 
means of lowering the blood pressure 
not only in eclampsia, but also in 
malignant hypertension, encephalop- 
athy, and hypertensive crises. A single 
dose produces its maximum effect in 
60 to 90 minutes and exerts a hypo- 


tensive influence for 3 to 6 hours. 
Through repeated injections, the 
blood pressure may be depressed for 
hours or even days, depending upon 


the therapeutic need. 
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Conducted by Robert F. Brown 


They Made Hospital History 


M.D 


Crawford W. Long and William T. G. Morton 


when the value 


Sinemet is it IS 


f a great medical voes 


lise very 


unacknowledged until long atter che 


scoverer § death, it is even more dis 
this Case 


{ 
1s 


tressing when two men—in 


i number of men—earnestly and 
fivhe for 
the first t make the epochal 


After ill =the 
| 


have been presented and 


perately recognition ind 


honors 


SCOVETY iurhentic 


commentaries read each 


candidate 
rd 


slanted toward i favored 


nm tairness one can only acc 


each claimant his particular share 


he honor otf 
relief trom 


having given to. the 


Incense suffering 


RAWFORD W. LONG 
816.78 


WILLIAM T 


OTHO F. BALL, M.D. 


President. The 


made possible 


ind having 


saviny performe 


Operate ns 
hospitals oft the world today 
inesthetics have 


Analyvesics ind 


since that first re 
corded And the Lord 
la leep sleep to fall upon Adam 


caused 
rook one of his 


been known ever 


oper ition 


ind he slept; and He 


flesh thereof 


ind closed up the 


1st id 


ribs 


Inhalation of soothing drugs is de 
documents, 19 


The 
POPP) 
Theophratus | 


scribed in the earliest 


cluding — the Ebers Papyrus 


inesthetic properties of — the 
were known to 
87 B.C.) 


the Elder 


Pliny 
Avi 
{ love ipple 


bore 


Dios nes, Socrates 
( elsus Divx les 
indr ike 


cannabis indica 


ind 


cenna The m 


belladonna helle 
hemlock, Curare ill have theu place 


mothe story incient inalgesics 


G MORTON 
819-48 (1815-48 


HORACE WELLS 


Modern Hospital Publishing Company In 


kach country each 
Spec ifIcs 
Until the 


Nineteenth 


i be an 


middle of the 


Century surgery continued 


t the patient 


ionizing expe ricnce 


the table and horrifying 
had to 


were 


strapped t 


to the surgeons who Witness 


his suffering Operations neces 


sarily few performed and 


limited to amputations, breast removal 


speedily 


herniotomy, excision of tumors and 


plastic surgery. In the five years that 


preceded the discovery of anesthesia 

at the Massachusetts General Hospital 

only 184 operations were performed 
In che Sam Colt 


his new 


L840 5 seeking 


revolver 


tunds to patent 


went about demonstrating “laughing 


or nitrous oxide Gas frolics be 
When late in 
184 the 


Pus 
came a popular sport 


IS41 (or was it early in 


CHARLES T. JACKSON 
(1805-80 
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a free-flowing 


aqueous repository penicillin 


which does not 


require refrigeration 


'lo-Gilli Ag tieous 


crystalline procaine penicillin G 300,000 u/cc. in aqueous suspension, 


Bristol’s free-flowing aqueous suspension 
of penicillin for repository injection 


requires no refrigeration. 


Always ready for instant use, Flo-Cillin 
Aqueous can be stored in the office cabinet, 
on the pharmacy shelf, or carried in the 
physician’s bag for one year with no loss 


of potency or physical change. 


no diluent to add 
outstandingly fluid 


a stable, uniform suspension 


Available in 10 dose 
vials, 1 dose vials, and 
disposable syringe 


packages. 


Bristol 
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Crawtord W 


on 


Li ye 


such a demon 


no means tor 


but he knew of something 


would produce the same 


‘ 


harmless, tor he had 


on himselt Ihe ether jag 


1used much merriment. Long noted 


that when etherized persons bumped 
furniture they 


painst the experience 


wondered whether the 


pain He 
would dull the 
oper 


Long 


ether pain 


ot his pa 


when he ited on them 
Crawtord \W 
Danielsville Cya His { 


with his 


nents 


Was born in 


S16 in 


father Samuel Long son 


James, had miyrated there from Penn 


sylvania James was first postmaster 


owned the first store 
mill, and founded 


boy Craw 


of the 

the fi flour 
idemy The 
1 for 


Crawtord i 


thie first i 
ford was friend 


William H 


candidate for the 


name 
deteated 
presidency of the 
United States 

Crawtord Long was graduated from 
Franklin College, later the University 
of Georgia, in 18 
He studied 


of Jefterson 


when he was 14 


medicine with Dr. Grant 


then at the Transylvania 
finally at the [ 
Atter his gr id 
uation in 1839 he “walked che 1s 
tf the New York hospitals for 18 
months, then settled down to practice 


Jetlerson The 


University, and niver 


sity of Pennsylvania 


Wilt 


medicine in frown was 


10 miles trom any railroad Long 


then 26, practicing among the en 


virons of the community, forded the 


streams and day and night drove over 


the rough roa Is 


USED ETHER-SOAKED TOWEL 
He had 


trolic to try the 


decided the night ot the 
ettects otf ether 
had. On 


etherized a man 


ether 
in surgery the first chance he 
March 0 
named Venerable by holding an ether 


soaked 


ind 


I842, he 


rowel over the patients nose 


mouth, while he kept his other 


hand on the man’s pulse As soon 
is Venerable 
prick of a needle 


tumor 


was insensitive to the 
Long painlessly ré 


his neck For 


and 


moved a from 
this operation Long charged $2 
Three weeks 


QO cents tor the ether 


removed a second tumor trom 


neck 


chances to 


later he 
the mans 
His 


He removed 


were few 


head ot 


painlessly re 


operate 
a tumor trom the 


i woman in 1844; he 


moved a boy's finger By September 


1846 he had performed only eight 


operations. Long rem irked aftrerward 


that had he been practicing in a city 


100 


where operations were a daily occur 


doubt 
surgeons He 


man and 


rence he no would have con 


{ in other was a 


make 


safety of his 


modest he wanted to 


sure of the efficacy and 


new method Theretore, no one out 


his own community knew of his 
preat GIscovery 

His 
read ot 


three 


surprise Was preat when he 


Morton Ss 


years later 


similar discovery 


even then he waited 


several years to s@e if any other sur 
veon would present a prior claim. In 
announced his 


Ved 


con 


December 1949 he 
Southern 


The 


then 


earlier discovery in the 


al and Surgical Journal 


troversy in Boston was raging 
and Long's claim of priority came like 
i bombshell 

sufficiently 


Had 
| 


the importance of his discovery, 


appreciated 
had 
he been less reticent about proclaim 


ing that discovery, the 


Long 


history of mod 
ern anesthesia would have been simple 


ind the desperate heartaches among 


the competitors for the honor of dis 


covery would never have occurred 


He made no claim except priority 


of actual accomplishment. He wrote 


My only 


the benefactor of my 


wish is to be regarded as 


race | leave 


it with an enlightened medical pro 


fession to say whether or not my 


claim to the discovery of anesthesia 


is forfeited by not being presented 


j 


earlier, and with this decision which 


I shall be 
The properties of nitrous oxide and 
had 


discovery as 


may be made content 


ether been known long before 


their anesthetic agents 


was announced. Ether was mentioned 


by the early Arabians, but it may 
have come from Egypt like so many 
of the Raymond 

1234-1315) made a liquid he called 
1690 Robert Boyle 


produced ether 


early drugs Lully 


sweet vitrol in 
tather of 


but it was pigeon-holed until 179 


chemustry, 


when Thornton used pure ether as a 


sedative and produced inesthesia 
Beddoes 


Institute 


Thomas established =a 


Pneumatic at Clifton, Eng 
land, in 1798 tor the 


inhalation and his assistant 


treatment of 


dise ise by 


Humphrey Davy there became deeply 


interested im Pases and designed Vari 
Doubt 


ing Lantham Mitchell's description of 


ous instruments tor their use 


the dangers of nitrous oxide inhala 
tion, Davy experimented upon various 
inimals and finally upon himself. The 
Davy left it to 


electrochem 


institute closed when 


pursue his new interest, 


istry Some have spoken of him as 


the true discoverer of nitrous oxide 


Researches in Nitrous 


oxide 


tor in his 


Oxide’ he wrote As nitrous 


in its extensive ope ration appears 
capable of destroying physical pain, it 
may probably be used with advantage 


during surgical Operations in which 
no great effusion of blood takes place 
Not only did Davy fail to go on 
with what might have proved to be 
a great discovery, but as president of 
the Royal Henry 
Hill Hickman who, after experimenta 
(1824) on 


animals with carbon dioxide 


Society, he rebufted 


non puppies and other 


tried to 
interest that society in his “suspended 
animation in surgical Operations with 


Hickman 


to interest the 


carbonic acid gas then 
went to Paris and tried 
king, Charles X 


Academie de 


However, the mem 
Meédecin 


excep 


bers of the 
derided his claims, with the 
tion of the noted surgeon Baron Larry 
interested and offered 


who became 


himself for the experiment De 
feated, Hickman returned to England 
died | 


( 


age of 40 


and few months later at the 


Almost a century later 


tribute ‘was paid to this pioneer as 


a discoverer of anesthesia by inhala 


tion 


COLTON JOINS THE LIST 


Another name to be enrolled upon 


the list of discoverers of anesthesia 
was that of Gardener Q. Colton. Born 
in 1814 in Vermont, he briefly studied 
Parker of New York, 


then turned to lecturing on the mar 
1844 


medicine with 


vels of chemistry. In December 
he was giving an exhibition of “laugh 
Hartford 


consented to 


Inge pas (nitrous oxide ) in 


and amony those who 


were a 


Cooley and a 


inhale the gas young man 


named dentist, Horace 
Wells 
Horace Hartford, 


( hildhood 


Wells 
I815 


born in} 
Conn., in spent his 
on his father’s large farm at West 
Vt He 


1834 before 


minster, studied dentistry in 


Boston in the College of 
Was established He began 


Hartford 


mechanical tal 


Dentistry 


his dental practice in and 


having considerable 


ent, began to construct and patent 


some of the dental instruments he 


used Distressed by the pain he 


caused in dental operations, he looked 


for a means to alleviate such sufter 


When Wells and Cooley 


Colton’s demonstration, it 


ing volun 


teered for 
was noted that Cooley ran against the 


furniture when under the influence 


of the gas and when he pulled up 


the leg ot his trousers he was sur 


prised to see blood running down his 
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div effective in infections 


dastrointestinal tract... 


oromycetin 


OI choice 


' 


OUSTOACTEA 


olher salmoneiloses 


outstanding in acute Shigella dysentery, CHLOROMYCETIN 
permits immediate treatment regardless of dehydration and 


provides rapid relief. 


exceptionally well tolerated, CHLOROMYCETIN (chloramphenicol, 
Parke-Davis ) is noted for the infrequent occurrence of even 

mild gastrointestinal side effects, an important consideration in treating 
infections of the gastrointestinal tract. Although serious blood 
disorders following its use are rare, it is a potent therapeutic agent, 
and should not be used indiscriminately or for minor infections — 
and, as with certain other drugs, adequate blood studies should be 


made when the patient requires prolonged or intermittent therapy. 


Puke. Dass omfuany 
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ment, a ylass vlobe about 


in diameter containing the ether 
mouthpiece ind 1 hole on top close 
with a cork. Morton administered the 
inesthetic and Warren removed the 
tumor Warren exclaimed when the 
operation was over, “This is no hum 
bug A similar operation was per 
formed the next day and on November 
painless amputation was per 
Morton had he ped tO keey the 
position of his anesthetic secret but 
when the staff of the Massachusett 
Morton reyardi General Hospital! refused to use the 
nm remarked it unknown agent, he revealed that his 
manufacture 1d = Letheon was sulfuric ether combine 
wanted it. Morton with coloring matter and aromatics 
wanted l t Morton's patent w granted in Ne 
tooth i if vember 1846 and the following montl 
use sulfuri h t he received an English pate 
brain, required nm same month Jackson, who 
idminister, and had the nessed the first demonstra 
ettect as the other inhalant. Tha lished a account 
Then in Mare evening, Sept. 30, 1846, Morton pain Medica 
INCE i lessly extract i 2 days later an interested 
cine: | y hol is : mand fell Holmes coined the 
thesia’ and “anesthetic 
From that time on and tor many 
years, the story of anesthesia is one of 
bitter quarrels and reprisals Both 
commercia Wells and Jackson steadily laid claim 
{iscovery ind to the discovery of anesthesia 
patent attorney 


JACKSON CLAIMED PRIORITY 


COMMECTIONS at d demonstrated the It was no new thing for Jackson 


INCCH St d ) u ters of patent at once 

General Hospital . inesthetic after Jackson to claim priority in some important 
Nee » pet Wel ha 1 its use, the « rney de discovery. When Morse patented his 
ren ided would have be telegraph in 18357 Jackson claimed he 


j 


n issued men jointly. Jack had suggested the invention. In 1844 


( 
Crate Wells son demurred, since it was held un he claimed credit for Beaumonts 


the LPLAStrie 


Untortunately ethical for a physician not to share a monumental studies on 
medical discovery with his professional — secretions because Beaumont had lett 
brothers, and, moreover, he might some gastric fluid with Jackson for 

lose his membership in the ‘ chemical analysis of its properties. In 

thereupon Wells medical society Finally, the papers December 1846 Jackson wrote a let 
imphitheat We quietly Cont were made ut in both names, with ter to the French Academy of Science 
iuntesshy his t! title and interest to be claiming discovery of surgical anes 

( f Ho allem pe t ) ued 1 name, and Jackson thesia and a similar letter to the Amer 

December Was | per cent of the ican Academy of Arts and Sciences 

er Morton f in the following March Mortons 

HScovel Morton was ab to persua le Dr demonstration and claims had not been 

been distur John C. Warren protessor of surgery reported in Paris and without investi 

being a chemist it Harvard. to test the anesthesia in gation the Academie de Paris awarded 

rer mstruct t Massachusetts General Hospital Jackson 2500 francs Later, when 

him al tl is Wells’ nitrous oxide had been Morton remonstrated, an equal amount 
d On Oct. 16, 1846, the stu was given him. In 1861 Jackson pub 

together with many important lished a book on nitrous oxide, claim 

gathered in the ing he had made the discovery very 

umphitheater to witness removal of irly in 184 This was after he had 

the neck of a young man visited Long's home and ascertained 

id received the new yas the month of Lonys d very 

Morton had been pertect year 

s and was late, but Wells went to Paris in 184 


irrving his tried to interest the scientific socie 


The MODERN HOSPITAL 





1682 brings 
special finesse 


Your patient often judges your operation 


* 
to Skin by the appearance of the skin incision and 
the final scar. With D & G’s product 1682, 


* 
suturing you accurately coapt the skin edges of a 


wound on the face, neck, breast or extremities 
and are sure of minimal scarring. 

1682 is the D & G Dermalon" monofilament 
nylon suture with attached ATRAUMATIC: 
needle CE-4 (*% circle cutting point). 





Dermalon nylon sutures... 

have the excellent tensile strength of nylon 
are easily removed, with little pain 
cause minimal tissue reaction 

have a distinctive blue color to make 
them easily discernible 


Ask your suture nurse to have Davis & arerwe 
Geck’s product number 1682 ready for all Bordnaton wunurs 
skin closures. Keep product 1682 in sizes 6-0 with sttached 
to 00 on hand for closing traumatic and per = 
minor surgery wounds at the office. D & G (% ctrete 

cutting point) 


Atraumatic needles come to you in over 
: . eedie shown 
300 needle-suture combinations. actual size 


Atraumatic’ Needles 


_— (3 & Geek Me. 


§ AMERITAN Cyanamid : OMPAN?> 


57 Willoughby Street, 1IS> Brooklyn 1, N.Y. 





knowing oO 


him is the 


learne 
ever he was received witl mucl Li successfully in | unless 

favor. When he returned t i $64 the American Dental Associa 

leclared Wells the discoverer of 

In 1870 the American 

Association passed a similar 


LIT 


finally wit who first demonstrated the 


throwing clo Wells, had meanwhile 
New York t Ww I Wa | ul th ycture Atter 


onfined in th i in cing and losing a fortune by divers 
January 1848 led hi { projects, in 1864 he was again lectur 


was only ing on laughing gas. With J. H 


ifter hi tl i ty Oo Smith, a dentist of New Haven. he 


CAVE TIME 


ay. 


NO RECONSTITUTION 





clear, citrated Normal Human 
Plasma, irradiated. Available in 
300 cc, units, ready for immediate 
use. 2-year dating. 
HYLAND LABORATORIES 
4534 Sunset Boulevard, Los Angeles 27, Calif. 248 S. Broadway, Yonkers 5, N.Y 
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extracted more than 1700 teeth in 23 
days under nitrous oxide He then 
set up the Colton Dental Association 
in New York for the extraction of 
teeth by 1868 he had offices in various 
cities. He died, aged 84, in Holland 

Jackson lived to be 7 but his 
feath was tragic for upset by his 
many worries and disappointments, he 
became deranged and spent the last 
seven years of his hit in an insane 
isylum 

Meanwhile, Morton too was having 
troubles. He gave up his lucrative 
practice, hoping to amass a_ fortune 
on his discovery. His is a long story 
of disappointments. The ether stations 
he set up did not prosper. When it 
was known that his anesthetic was 
ether, no one cared about his patent 
Much litigation followed and _ finally 
the government refused to recognize 
the validity of his patent. When con 
gress was about to make him a big 
% 


IS 


grant of money, Jackson upset 
claim. Morton received various hon 
ors trom the University of Baltimore 
from Russia and from Sweden and 
from the Massachusetts General Hos 
pital. The board of trustees of that 
hospital presented him $1000 in a 
box inscribed, “He has become poor 
in a cause which has made the world 


his debtor 


LONG KEPT OUT OF QUARREL 


Untul Long showed up as anothers 
discoverer of anesthesia, the great 
quarrel had been among Morton, 
Wells and Jackson. Although Long 
had undoubtedly been first in the field, 
the controversy brought Long no spe 
cial heartache He stated his claim 
and rested his case. Only because his 
family and friends continued to press 
his claim was his part in the fight 
kept alive 

Morton's death Was tragic like 
those of Wells and Jackson His 
wealth swept away during his years 


of struggle with the government, his 
creditors pressing heavily upon him, 
at the age of 49 (1868) he suffered 
i nervous breakdown in New York 
City and a congestion of the brain 
Jumping from his buggy one day in 
Central Park, he collapsed against a 
tree and died before an ambulance 
could get him to the hospital 

This brief history of anesthesia can 
hardly close without recognition of 
Simpson's discovery of chloroform as 
an anesthetic agent. He was first to 
use ether in childbirth and thereby 
called down abuse upon his head by 
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New principle 


ota 
= 


Streptomycin Therapy 


The hazard of ototoxicity is greatly reduced by greatly reduced. Therapeutic effect is undimin- 
combining equal parts of streptomycin sulfate — ished. This principle has been demonstrated in 
and dihydrostreptomycin sulfate. The patient thus — both animals and man. In patients treated for 120 
gets only half as much of each drug. The risk of — days with 1 Gm. per day of the combined drugs, 
vestibular damage (from streptomycin) and of _ the incidence of neurotoxicity was practically zero, 


hearing loss (from dihydrostreptomycin) is 


Cat treated with streptomycin is ataxic Cat treated with the same amount of 
streptomycin-dihydrostreptomycin has 


normal equilibrium. 
D é “ng RY 4 A Squibb Streptomycin Sulfate and 
q Dihydrostreptomycin Sulfate in equal parts 
(di-STRI-sin) 





FOR GREATER SAFETY IN COMBINED ANTIBIOTIC THERAPY 
These new formulations embody this new principle: 





DICRYSTICIN FORTIS |  DISTRYCILLIN A. S. 
0.5 0.25 
| 


0.5 | 0.25 


7 —_ 


DISTRYCIN 


is 


Dihydrostreptomycin sulfate, Gm. 0.5 


Streptomycin sulfate, Gm. 0.5 0.25 
| 0.25 


Procaine penicillin G, units 300,000 400,000 





DICRYSTICIN T 
Potassium penicillin G, units 100,000 | 


+ 

| 300,000 
100,000 | 

r 


(All supplied in 1 and 5 dose vials) 





SQUIBB 


a leader in the research and manufacture 
‘Distrycin’ and ‘Dicrysticin’ are registered traden kes: strycillin’ is a trademark. of penicillin and streptomycin 
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ic demonsts lemonstrate the use f 
successful failed t 
ian accoucheur to 


news Wells {discovered 
$66 became { 


a¢ iS if} 


Sim} anesthetic but ( 


inestheti 
, | 
later 1344 Dut 


liscouraged. Each of these men 

had his advocates as discoverers of 
inesthesia. Morton is given the credit 
of discovery by most writers, since 
successfully demonstrated the use 


Known 


hloroform 
in obstetrics 
liscovery 
changed 
til its d 
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the practice 


Surye 
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Immediately afterward 
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efheiency and economy for 
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chemical disinfection of surgical instruments. It 
will destroy vegetative pathogens and spore form- 
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the Dawn 
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See comparative chart. 


oO) 
HnMmMersion of 


within 3 hours 


Prolonged 


ments in B-P 


corrosive damage t 


delicate steel instru- 
Germicide will not result in rust or 


tion A Bret H 
, Anesthesia Bost 
Phe solution will retain its high potency over long 
periods 


( Jacksor ( 
surfaces or keen cutting edges 


: Long, ¢ 
ifkept undiluted and free of foreign matter. First Use of S 
Trademark of Sinda orp A nesthe 
M.&S.]. 5: 
& 


r practical purposes we 

e¢ t the selection ot 
q B-P CONTAINERS —all 
| il ln aca 


Sia 


4 


ienet 
e al =| 
~./ q! 


| Kills tubes — 


j with cle baciii; WORULATING Ba 
Ss ins minutes 


pecially designed 


for use 


tema | 50% ORD | WITHOUT 
000 81000 
teton: hours 
= wetch ) hour 
{ P th 


PARKER, WHITE & HEYL, INC. 


toph 
Danbury, Connecticut 


if 
| 


hour 
VEGETATIVE BACTERIA 
} 


trept hemolyt 


D \ 
M.&S.] 30: 


The MODERN HOSPITAL 





Keach flutdounce contains: 
Kaolin 


Peetin 


-—- Kaopectate 


Available in bottles of LO oz. and 
demark Reg. tos. Pat. Of 


Ture te 


Wt!) 


Kaopectate 
























Univers ty 


bocca it a ier 


o 









— 
fe aes 









oo eg 


RS RE WOR BS BR, 


YUL eR gor co 
yh OTE, TES a eT, 


Prepared by the Committee on Pharmacy and Therapeutics 





of Illinois College of Medicine, Chicago !2 








PART I—INTRODUCTION 
. * elemiicagateo Wa Olated from the 


Gyorgy ) Ir w illed “Fa 
tor I inti tw identified as py! 
lox ie Now it is known that vita 
min 6B ( yf ims five form 


pyridoxine pyridoxal pyrid xKamine 


pyridoxamine ph s} hate and pyride xal 
pre yp! if¢ 

Most of the preliminary tudies on 
vitamin B were lone between the 
years 19 nd 1944, In the past tew 
years, interest has been renewed in 


this subject, particularly in its rela 
tion to the enzymatic reactions in 
body metabolism. We have iP] roached 
this subject from three points of view 
inimal =. deficiency studies clinical 
tudies in man, and the biochemical 
consideration of pyridoxine in inter 


mediary metabolism 


ANIMAL DEFICIENCY STUDIES 

The existence of vitamin Be was 
established through the use of exper! 
mental animals on purified diets. Most 
of the early animal work was done 
in the rat. The development in rats 
it skin lesions which could be cured 
by “Factor I” led to the isolation and 
purification of pyridoxine as a sepa 
rate part of the B complex group of 
vitamin 

The skin lesions in vitamin B, 


leficient rats have been given the name 


of acrodynia This acrodynia was 


shown tO appear at an earlier date 
ind was more severe in rats receiving 
B, deficient diets high in protein 
This was one of the earliest indi 

tions that vitamin By was important 
Schneider 


in protein metabolism 


showed that acrodynia could be pro 





1Q 





luced in rats by a diet tree from fatty 
cids and all water soluble vitamins 
except thiamine nd riboflavin. This 
could be cured by the essential fatty 
cid independent of vitamin B, 
Epileptiform seizures occurred in 


cient mothers 


lynia other manifestations of vitamin 


B,, deficient rats are necrotic areas in 
muscle, hyperexcitability, a “ring tail 
condition, fatty livers, and corneal 


In an extensive species survey, the 
viramin B, deficiency syndrome was 
found to be ubiquitous. In mice an 


t 


increased excitability, weight loss bi 
no marked changes in blood picture 


were noticed. In turkeys, loss of appe 


tite, poor growth, hyperexcitability 
convulsions and death were the defi 


ciency symptoms. Chicks showed slow 


/ 


] ' 
growth, decreased Ipperite convul 


S1oOns ind death Peking ducks showed 
growth uilure and severe anemia 
Epileptiform seizures were seen in 
deficient swine as was a miucrocytic 


inemia \ microcytic anemia le ss of 


weight. intermittent diarrhea, ulcera 
1 

tion of the skin, dyspnea and tachy 

} 


OY 


irdia were seen in deficient « s 


Rhesus monkeys fed a B, 


leficient 
iet began to eat less and lose weight 
slowly after two to three weeks. Grad 
ual weight loss continued for fron 
six to nine months with tew changes 
in external appearance 

With longer periods of deficiency 


the animals became unkempt, sluggish 


but hyperirritable and showed changes 


in the hair coat The constant ind 


most prominent pathological finding 


{1 in such deficient animals 


encoune©rcs 
was sclerotic lesions in the arteries of 


the pancreas, kidney and heart. The 


PYRIDOXINE—An Important Vitamin and Coenzyme 





fibrous tissue plaques resemble those 
found in human atherosclerosis. The 
Syrian hamster showed muscular weak 
ness, loss of luster, and thinning of 
the hair coat, failure to grow and the 
early appearance of increased xanthu 
renic acid in the urine. Death occurred 
in 12 or 13 weeks. Desoxypyridoxine 
in antimetabolite of pyridoxine, will 
precipitate symptoms of pyridoxine 
deficiency. The results of such studies 
have been comparable to those seen 


in the classical vitamin B, deficient 


Pyridoxine deficiency is chronic in 
nature, relatively slow in onset, some 
times without distinctive manifesta 
tions, and consequently difficult te 


evaluat 


TOXICITY 
| 


Unna and 


Antopol 1940 lete! 
mined the LDso of pyridoxine in rats 
and found it to be 3.1 grams/Kg. for 
the free base and 3.7 grams/Kg. for 
the hydrochloride when the com 
pounds were given subcutaneously 
The oral toxicity of pyridoxine base 
was 4.0 grams/Kg. The most con 


sistent sign Of acute toxicity was the 


presence of convulsions preceding 
leath. This is of interest in that con 


vulsions are sometimes seen in the 


deficiency states. Prolonged feeding of 


sublethal doses of pyridoxine faile 


to produce signs of toxicity 


PART IiI—CLINICAL STUDIES 


Following the demonstration that 
leficiency syndromes could be pri 
juced in laboratory animals deprived 
f vitamin By, attempts were made t 


letermine if pyridoxine was essential 


to human nutrition 


In 1939, Spies, Bean and Ashe 
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‘ P " ‘ ‘ a Architect: J. Frazer Smith 
The beautiful 96-bed Le Bonheur Childrens’ Hospital at Memphis, which was chosen last month as and Auscdin: Maubha Tenn, 


‘Modern Hospital of the Year,'’ has been the subject of articles in hospital and architectural magazines. 


Patient rooms have one bed for a child, one for a parent. Door 


Central oxygen supply uses 10-cylinder NCG manifold with automatic con- 
of NCG combination oxygen-vacuum outlet closes flush with wall. 


trol unit. Manifold can be expanded should oxygen requirements increase. 


Nursery has separate oxygen and vacuum 


Bracket on door of NCG's combination 
outlets. All outlets have check valves. 


outlet holds suction bottle. 


Anesthesia induction room. Box above 
outlet is NCG oxygen zoning valve. 


Le Bonheur—“Modern Hospital of the Year’ 
chooses NCG oxygen piping equipment 


Le Bonheur Children’s Hospital at Memphis, chosen last month as “Modern Hos 


pital of the Year,” has aroused nationwide interest in hospital circles—both as a 
MEDICAL SERVICES 


advanced design, and because of its philosophy of nursing care which 


J 


result of its 
calls for the continuous presence of a member of the child’s family. 


Among its many modern facilities is a piping system that supplies both oxygen NATIONAL CYLINDER GAS COMPANY 
and suction to NCG combination oxygen-vacuum outlets in all nursing rooms and 
pri ersgats MEDICAL DIVISION 
840 N. MICHIGAN AVENUE CHICAGO 11, ILL. 


You can easily get the facts and figures about oxygen, and suction, piping for 


your hospital—whether for new or existing buildings. NCG will gladly make a Offices in 54 cities 


survey of your needs, submit recommendations and estimates without cost or obli- Copyright 1953 National Cylinder Gas Co. 


gation to you. Write to the address at the right or your nearest NCG office 
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level ped signs an 
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irimary 
seventy 


relieved 
After af 


infant 


1OX ine 

he other 

i hypochre mi inemia 
1 rapidly responded pyridoxine 
evidence sugyests 


experimental conditi 


t 1 pyridoxine defi 

iuthough clinically 
: , 
been demon 


X1fie¢ 


he Mecntionce su 
iy man ts proveceee 


etary Vi 


METABOLIC STUDIES IN MAN 
the urimary excretio 
wave shown tha 
excreted in the urine as 
pyridoxamine and 4-pyri 
being the 
irine. Qu 


the 1ASt 
met ) duct in the 
tecal 
ind its 
lives in subjects on controlled 
SUR LE st that 


B,. intake 
j 


is synthesized in the 


tat { s the ind urinary 


content of pyridoxine metabo 


Vitamin 


this 


Vitamin 
vastrointestinal 


of man 


TOXICITY 
There have been no reports of tox 


manifestations t pyridoxine admin 


istered either orally or parenterally in 


he doses used in clinical studies thus 


fat Total doses of 2200 mym. have 


been yviven over a three-week period 


without observed toxic ettects. Doses 


daily have been 


without untoward 


Weigland, Kekles 


nly local burning 


tf 200 mgm given 


SiIZOS Of symptoms 
Chen 


SOrCTICSS per 


ind noted 


ind 
stiny a 


period m min 


UNUSCt if 


CLINICAL STUDIES 


Alchough 
tC syndrom 


B let 


there fa 


lemonst 


manifestat 
lehiciency in 
The 


pyridoxine 


ive been described previously 
linical « fitions in which 

5 : , ' 
nas trial 1scussed 


DElOW 

1. Diseases of the Nervous Sys- 
tem: On 
chanves note 


foxine deficient 


pyr 


inimals 1 


Antopol an 
Schotland | reated six Cases of 


pseudohypertrophic mu lystro 


phy with intravenous an ibcutane 


ous pyridoxine and noted improve 


ment im patients. One patient 


whe vad impr ved remarkably On py 


ridoxine therapy relapsed when 
substitute 1 subse 


when itami B 


placeb Was 
quently improved 
was reimstituted. In an 
provement Was tempora 
in ultimate 

Following 
numetl 


CeSs reported 


successful ts th vitamin By in 
progressive muscuk 


laced conditions as well as in_ the 


Orher 


borl 


musculat lystrophies Invest 


Ss reporting in English and 


American literature showed pyri 


loxine was of no value 1 similar 


Cases 


Pyridoxine has also been used witl 


varying reports of success and failure 
in myasthenia diopathic epi 


lepsy, amotonia Congenita, anterior po 


liomyelitis, Sydenham’s chorea, and 


Huntington's chorea 


Jollitte reported definite clinical in 


provement in several cases of paralysis 


ivitans intravenous pyri 


loxine included 


both idiopathic and postencephaliti 


Parkinson's 


achieved in the 


Lise is¢ the 
being idiopatht 
Others report success in post 


Park 


proup 
¢ shalit I] { yathi 
nee} Mlitic aS Well aS I Hopa 11¢ 
Mmsons disease 

viramin B, 


ot this 


which 
COUTSC 


report¢ } 
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Jollitte and 


that pyridoxine was of 


his co-workers reported 
value in the 
idole scent 


inment persistent 


ice found a significant im 


provement in those patients receiving 


vitamin By as Compared with a control 
Rroup receiviny placebos 

In the management ot seborrhex 
idministered 


{ 


{ 


lermatitis pyridoxine 


parenterally nas been ben¢ 
ficial by 
others 

and Vilter 19 


ical application of pyridoxine to the 


reporte 
some and of no value by 
Slinger, Hawkins 


r¢ pe rted that te } 


Schreiner 


lesions of seborrheic dermatitis was 


value in of 25 cases. However 


the lesions tended to recur following 


the withdrawal of the pyridoxine oint 


ment. The same authors reported chat 


oral and parenteral administration of 


pyride xine was without benefit 
Acrodynia in rats which’ results 


pyridoxine 


from leficiency 1S not to 
be confused with the clinical syndrome 


which Warkany 


re sult of « hroni 


of acrodynia recently 
has shown to be the 
Pyridoxine 1s 


hu 


mercury MNntoxiation 


not of value in the treatment of 
man icrodynia 

3. Nausea and Vomiting of Preg- 
Following the announcement 


(1940) 


nancy. 
by Willis 


control 


that he was able to 


nausea and vomiting of preg 


nancy in } of 47 cases with pyri 


loxine, results of equal success were 


reported. Weinstein found intravenous 
pyridoxine therapy highly effective in 


) of 32 cases. Six cases classified as 


hyperemesis gravidarum were treated 


with intravenous pyridoxine and im 


provement was noted in all cases. The 


| 


same author reported equally good 


results in a series of 78 cases in which 
administered orally 


the value 


pyridoxine was 

Ichough ot pyridoxine 
therapy is equivocal in the treatment 
of nausea and vomiting of pregnancy 


is it is in many of the other conditions 


previously discussed, a recent publica 


Van 


offers objec 


McHenry, 


(1949 


tion by McGanity 
Wyck and Watt 
tive data that 


suggesting pyridoxine 


may be of true value in the manage 


ment of nausea and vomiting of preg 
Normal 


been shown to have 


nancy pregnant primipara 


have lower levels 


ot blood urea 
females At 


than normal nonpreg 


le ist this 


nant part of 


reduction is probably secondary to the 
hemodilution of normal 


McGanity 


patie nts 


pregnancy 
blood 
hyperemesis 

] 1 helo 
reduced below 


When 


tre ited 


However, tound the 


urea of with 


gravidarum to be that 


p cients 


of normal pregnancy 


with 


with hyperemesis were 


112 


pyridoxine their blood urea rose to 


that of normal pregnancy and this was 


ssociated with clinical 


improvement 
The blood urea levels of normal preg 
nant and nonpregnant females was not 
iffected by vitamin B, 


These 


normal 


authors also observed that 


when pregnant and nonpreg 


nant females were given a test loading 


dose of an amino acid (dl alanine) the 


blood urea levels rose to a pe ik in 


ix hours and returned to the pre 
loading level within | hours after 


the administration of the alanine. In 
17 cases of hyperemesis gravidarum 
the peak blood urea level after alanine 
loading also occurred at six hours, but 


in contrast to normal pregnant fe 


remained elevated at the end 
Atter hours of sup 
(sedation and IV 


Was 


males 
ot | 


portive 


hours 
therapy 
blood 


still elevated after 


urea 


Huids) the nitrogen 


12 hours. However, 


ifter hours of supportive therapy 


plus 120 mgm. of vitamin Bg the 12 


hour blood urea level returned to pre 


} 


test Gose levels iS Was found charac 


females 
} 


issociated 


teristic of normal pregnant 


These findings were with 


clinical improvement 


Although these findings do not in 


themselves explain how pyridoxine 


cts in hyperemesis of pregnancy they 
lo lend support to the possible value 
of pyridoxine in this condition. M« 


Ganity's results are also of interest 


with respect to the function of pyri 


doxine in protein metabolism which 


elsewhere in this paper 


The tavor 


IS discussed 

4. Radiation Sickness. 
ible results of pyridoxine therapy in 
the treatment of nausea and vomiting 
of pregnancy led Maxfield and his co 
vitamin in radia 


workers to try this 


sickness in receiving 


tion patients 
x-ray therapy for neoplastic growths 
These investigators reported good re 
sults in 49 or SO cases. In both the 
American and European literature, oth 
favorable results 


ers have re ported 


administered both 
Much 


improvement reported has been on the 


with pyridoxine 


orally and parenterally ot the 
data gathered on 
Nothing is known 


in radi 


basis of subjective 
clinic Outpatients 
the action of pyridoxine 


itselt 


as 
ation sickness which is not well 


understood 


and 


reported 


Nausea 
1947 ) 


5. Postanesthetic 
Vomiting. Bergmann 
on a series of 24 cases in which 12 
cases were treated with 100 mgm. of 
preceding, and one hour 


The 


received no 


pyridoxine 


after, surgery remaining 12 pa 


tients pyridoxine and 


served as controls. None t the pa 


vomired 


rients pyridoxine 
while all of the control group had an 


Ether 


receiving 


emesis at least once was the 
ill cases 
Stodsky, on the 


difference 


anesthetic in 
Kernis and other 


hand, found no significant 
in the incidence of postanesthetic nau 
sea and vomiting in pyridoxine treated 
ind control patients+in a series of 200 


The chief 


two studies quoted was that pyridoxine 


Cases ditferences in the 


was not routinely given postoperatively 
in the latter series although identical 


doses were given preoperatively in 


both Also 


tion anesthetic agents was used in the 


Series inhala 


a variety of 
latter series as compared with Berg 


mann’'s cases in which ether was the 


only anesthetic agent 
6. Hematopoietic The 
observation that pyridoxine deficiency 


System. 


n dogs results in a microcytic hypo 


chromic anemia which does not re 
spond to iron therapy, suggested to 
Vilter pyri 


doxine was perhaps of value in the 


Schiro and Spies that 


treatment of certain anemias in man 


They treated three pellagrans with 


macrocytic anemia and two cases of 
pernicious anemia with parenteral py 
ridoxine for 10 days without signficant 
change in the red cell or reticulocyte 


However, in the 


counts two patients 


with pernicious anemia there was a 


rise in the white blood count, chiefly 
in the polymorphonuclear series 

The foregoing effect on the white 
count stimulated a number of workers 
to study the response of drug-induced 
therapy 


1945) 


pyridoxine 
(1944 and 


neutropentas to 


Cantor and Scott 


reported on three cases of drug 


induced neutropenias, which responded 


dramatically to pyridoxine. Others 


(Taylor, 1946, and Fishberg and Vor 
j 


zimer, 1946) have reporte: successful 


use of pyridoxine in the treatment 


ot granulocytopenias secondary to 


thiouracil therapy. Although the re 


sults reported are striking, the groups 


remission 


ire small and spontaneous 


secondary to withdrawal of thiouracil 
ruled out entirely 
Oldfelt and Wising 


treated eight cases of chronic 


cannot be 

Knutson 
(1946) 
and one case of 


benzene poisoning 


granulocytopenias with 


day) for 


uMinopyrine 
pyridoxine (100 mgm 
approximately three weeks without im 
provement 

As a result of reports of lymphoid 
deficient ant 
1949 


atrophy in pyridoxine 
Gellhorn 


placed two patients with lymphosar 


mals, and Jones 
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OU’VE seen it happen time and time again, And, frequently, during an 
emergency, life-saving procedure. The filter drip canula or the blood filter 
clogs. Usually, the transfusion must be interrupted, the entire equipment 
torn down, reassembled and a new venipuncture made. 
Imagine, then, the possibilities of a flexible drip chamber to solve this 
problem—just squeeze the plastic chamber several times and the blood 
unclogs. That is one important feature of Abbott’s new, revolutionary 
Blood Recipient Set. 
The Blood Recipient Set has another distinct advantage, Its plug-in tip 
is a metal, needle-sharp, pre-straining canula, which can be aseptically in- 
serted, without pre-perforating, through the stopper of any Universal blood 
container. The entire set is sterile, pyrogen-free, ready-for-use 
as it comes in a single package—and it is completely disposable. 
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Fig. |—Krebs' Tricarboxylic Acid Cycle 


leukemia 


on vitamin By deficient diets plus daily 


coma and one with acute 


doses of de soxy pyridoxine There was 


ipproximately SO per cent reduction 


in the size of the lymph nodes in two 
course of the lisease 


cases but the 


was not altere { 


PART tli—BIOCHEMICAL 
CONSIDERATIONS 


The 


of the By group have been nutri 


methods employed tO ASSESS the 


role 


tional deficiency studies, bacterial 


ind the specifi 


growth requirements 


cnzyme requirements ot respiring cx 
cised mammalian tissues as used by the 
(sood 


data collected trom 


enzymologists correlation has 


been noted in the 


these three sources. Vitamins in gen 


eral have come to be considered as 


coenzymes of a variety of enzyme sys 


The 


leficiencies are 


rems consequences of vitamin 


reflected not only in 


t 


the loss of the specific end products 


of the given system but also in the 


toxic Manifestations Owing to the ac 


cumulation of the substrates of the sys 


tem. In general, the By group has been 


found to tunction as a coenzyme tor 


the decarboxylases, the transaminases 
ind the desulfydrases of amino acids 


miscellaneous conditions, the 
1 Since 


In other 


role of By is not well define 


114 


systems link 
t ibs lic 


brief description of the cycles 


the ftoregoing enzyme 


protein metabolism to the me 


pool t 
V isual 


involved might be an aid to the 


ization of the Consequences of hype 


function of these systems 


Ihe Krebs 


couple d with the 


tric irboxy lt At id cycle 


cytochrome = sys 


tem) is known to be major site of 


with the 


oxidative phosphorylation 


skeletons from carbo 


ind 


carbon protein 
metabolism being 


(Fig. | The 


ind aspartic 


hydrate 


lipid 
supplic {at key pots 


j 


Limite icids vlutam« 


enter by being deaminated to a-keto 


vlucaric and oxaloacetic acids respec 


tively Arginine, proline hydroxypro 


line and histidine can be converted 


to glutamic acid by other metabolic 


processes. Monosaccharides are broken 


lown through intermediate stages t 


pyru icid. The latter is then decar 


carbon fray 
Krebs 

condensed with oxaloacetic acid 
The 


leaminated 


boxylated and the two 


ment is presented to the cycle 


1 


to De 


to form citric acid imino acid 


ilanine, when becomes 


pyruvic acid, thereby creating a third 


Ac ids to the 


The 


cyteine 


entry point for amino 


tricarboxylic acid cycle imine 


icids serine, threonine ind 


valine by various processes may all be 


converted to alanine and thence t 
Lipid metabolism supplies 


condensed 


pyruy if¢ 
wetate fragments to be 
with oxaloacetate 


The distribution of the pyridoxine 


compounds is ubiquitous in mamma 


lian tissue. Rabinowitz and Snell using 


microbiological assay methods have 


characterized the distribution in rat 
(Chart | It is 


level of pyridoxine ts 


tissues interesting 


nore that che 


lower in all tissues as Compared with 


pyridoxal and pyridoxamine. Also, the 
metabolic ac 
kidney 
tain the highest concentrations of the 


The 


pyridoxine 


tissues with the widest 


tivities, the liver and the con 


group as a whole intracellular 


listribution of che group 


in liver cells has been reported by 


Miller and Miller using ditteren 


tial centrifugation for isolation of the 


and a 


Price 


cell components combination 


ot chemical and microbiological tech 
nics for the determinations. They noted 
found the 


that the B, vitamins are 


mitochondrial and frac 


Recently 


supernate ne 


trons these tractions have 


become associated with the trical 


boxylic acid and glycolytic cycles re 


spectively 

The coenzyme function of pyridoxal 
phosphate was first demonstrated in 
Bactertum 


For 


the compound was named 


lysine decarboxylase from 


cadaveris by Gale and Epps this 


function 


codecarboxylase and is referred to as 


such elsewhere. In other bacterial sys 


tcms codecarboxylase was found t 


function as a coenzyme for tyrosine 


arginine, ornithine and glutamic acid 


decarboxylases. In enzyme systems 


mammaiian tissues 


from pyridoxal 


demonstrated as a c 


phosphate Was 


Chart 1. Distribution of Pyridoxine Compounds in Rat Tissue 





Pyridoxal 


29.0 
16.0 
9.2 
33.0 
3.8 
i 


Liver 
Heart 
Brain 
Kidney 
Spleen 


Sarcoma 


va/gm wet wot 
(Rabinowitz and Snell 


Pyridoxamine Pyridoxine 


3.0 9.0 + 40 90 4 5.0 
2.0 9.0 + 3.0 10 + 3.0 
0.9 4.0 + 3.0 4.0 + 2.0 
3.0 13.0 15.0 10.0 4 6.0 
0.4 0.7 + 0.4 0.4 + 0.8 
0.2 9.0 +4 1.0 30 4 2.0 
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The many 
mdications for 
CORTONE highleht 
ts therapentu 


wn por lance wi 


everyday prac lice 


Primary Site of Pathology and Indications 


1. EYE—Inflammatory eve disease. 2. NOSE—Intractable hay fever. 3. LARYNX —Larynveal 
edema (allergic). 4. BRONCHI—Intractable bronchial asthma. 5. LUNG — Sarcoidosis 
6. HEART—Acute rheumatic fever with carditis. 7. BONES AND JOINTS —Rheumatoid 


arthritis; Rheumatoid spondylitis; Acute gouty arthritis; Still's Disease; Psoriatic arthritis, 


8. SKIN AND CONNECTIVE TISSUE—Pemphigus; Exfoliative dermatitis; Atopic dermatitis; 
Disseminated lupus erythematosus; Scleroderma (early); Dermatomyositis; Potson” Ivy. 
9. ADRENAL GLAND—Congenital adrenal hyperplasia; Addison’s Disease; Adrenalectomy 
for hypertension, Cushing’s Syndrome, and neoplastic diseases, 10. BLOOD, BONE MAR- 
ROW, AND SPLEEN — Allergic purpura; Acute leukemiaf (lymphocytic or granulocytic); 
Chronic lymphatic leukemia.t 11, LYMPH NODES —1 ymphosarcomat; Hodgkin's Diseasef, 
12. ARTERIES AND CONNECTIVE TISSUE —Periarteritis nodosa (early). 13. KIDNEY— 
ithdrawal diuresis). 14. VARIOUS TISSUES 


Nephrotic Syndrome, without uremia (to induce v 
SS: Waterhouse-F rider- 


Sarcoidosis; Angioneurotic edema; Drug sensitization; Serum sickne 


hsen Svndronm 


MERCK A CO., INC. 
Vanufacturing Chemists 


RAHWAY new Jernse 





HILL-ROM announces rn a new 
MOTOR-DRIVEN 


HIGH-LOW BED 


with tremendous safety factors, time-saving 


conveniences and long-life expectancy 
7 


Sealed Motor Unit 
— permanently 
lubricated 


Aircraft Cables 
— with a total 
breaking strength 
of 8,000 Ibs. 


Motor and Gear 
Reducer designed 
for ten years 
constant service 


Motor and All 
Wiring completely 
grounded 


Switch Box 
conveniently located 
for nurse 


Two-Crank 
Trendelenburg 
Spring. Large, 
ball-bearing Casters 
with brakes on two 
wheels 


Bed Panels 

of 5-ply laminated 
wood construction 

with stainless steel 

channel protecting 

the top edge 


Shipped Completely 
Assembled with 
exception of head 
and foot panels 


& This new Hill-Rom No. 60 Motor-driven High- 
Low Bed combines many new design and construc- 
tion features that make for increased safety, time- 
Sav INE Convenience and long service life. The motor 
and gear reduction unit, for example, are designed 
and rated for a minimum service life of 10) years 
constant service, based on LO hours per day seven 
days per week. Loder the most extreme circum: 
stances these units would seldom if ever be in 
actual operation more than 30 minutes daily. 

Phe 5-ply laminated wood panels are furnished in 
pencil stripe walnut, rift oak or Korina finish, and 
are attached to the bed by means of stainless steel 
clips. The bed is equipped with large ball-bearing 
casters, with brakes on two wheels. 

Folder giving complete information will be sent 


on request. 


HILL-ROM COMPANY INC., BATESVILLE, INDIANA 


enzyme tor glutamic acid decarboxy 


Further 


lase in brain homogenates 
it was found that the development of 
the central nervous system parallels 
vlutamic acid decarboxylase iCTIVITY 
The end product ot this system 
yamma-aminoburyric acid, has recently 
been shown to be present in brain 
tissue in equimolar concentration to 
glutamic acid. This fact coupled with 
the wide function of glutamic acid 
in transamination and maintenance ot 
ammonia levels through glutamine, as 
well as supplying a carbon fragment to 
the Krebs’ cycle opens up unlimited 
possibilities as to the function of vita 
min Bs in intermediary metabolism 
of nervous tissue 

Bacteria grown on By deficient 
media were found to be unable t 
transaminate glutamic, pyruvic and 
oxaloacetic acids. Excised tissues from 
B,, deficient rats were also unable 
tO transaminate at normal rates. The 
depression in transaminating ability 
was found to be a function of B, 
levels in the tissues which, in turn, was 
dependent upon dietary levels of pyri 
doxine. Growth in these animals paral 
leled changes in transaminating ability 


Snell and his group, in an ettort 
determine the exact role of pyridoxal 
in transamination, heated keto acids 
and amino acids with polyvalent met 
als and pyridoxal or pyridoxamine 
ind were able to demonstrate trans 
amination in the absence of enzymes 
Snell has postulated the formation of 
a Schiff base complex involving the 
component parts and has suggested 
this process as an explanation tor the 
ibility of the animals to utilize 
d-amino acids. As evidence in support 
of this postulate he found that B, 


t 


deficient animals were unable to race 
mize amino acids 

The vitamin By complex has an 
undetermined effect upon the metabi 
lism of tryptophane. Normally, trypt 
phane has been thought to be metab« 
lized to kynurenine, to kynurenic acid, 
to 4-hydroxy anthranilic acid, and 
finally to nicotinic acid. By deficient 
animals given tryptophane or diets 
high in tryptophane excreted xanthu 
renic acid and failed to excrete niacin 
or N'methylnicotinamide. These ant 
mals were also unable to synthesize 
diphosphopyridine nucleotides (DPN 
and triphosphopyridine (TPN) nucle 
otides from administered tryptophane 
as compared with normal animals 
This inhibition of the synthetic patl 
way for DPN and TPN assumes even 


more importance in that the percent 
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Not ALL the Medical “Miracles” are new! 


What would hospitals do without Pure Ethyl! Alcohol? 









aking the most 

















Are you m 12 
| of U.S.1. Pure Alcoho!: Pure Ethyl alcohol is such an old friend of 
} . . ° ° 
hospitals and the medical profession that 
° ‘ iptions ° ° . ” 
Ax“ Compounding wares" : we sometimes take it for granted. But if 
Dilution 7 
w Cresol Compounds — modern medicine were suddenly to stumble 
: dration of Pathological Sec ‘ , : : 
V Dehydra + Preporations upon it as a new discovery — with its many 
. & Extract Fr . 
yy Drug Tincture uses, its abundant supply at low cost, and 
ainage . ‘ . . 
WY Duodenal Dr its purity — it would mark an important 
Floor Dressings and Packs : ame 
VV Floo nif milestone. Fortunately, there is no waiting 
ic Analysis ° . 
VW Gastric Serub-up to explore the many possible uses for Pure 
y Hand Rinsing After ocru : is 
\ adie Ethyl Aleohol. These uses have been proven. 
» VW Hypodermic Injections 
." } 
Sponge mn , ‘ 
fv Massage and SP on lhe only requirement now is to make cer- 
<4 AY Ph rmaceutical Preparatio : : ‘ 
f yee lvent for Vegetable Drugs tain you get ethyl alcohol of absolute purity. 
j Solvent tor _ “er & ra 8 
f YY yy W Mormecy Sennen The name: “U.S.L. Pure Aleohol U.S.P.” is 
4 3 F in pecim . . 
y eee your assurance of the purity you want. 






(7 Protein Precipitant 









VU Spirit Lamps Before it reaches yvour pharmacy, store- 
P . ents ° TO 
17 Stains and Reag room, laboratory or operating room, U.S.1. 
: Instruments > = 
W Sterilizing Pure Alcohol U.S.P. must pass not only all 
v4 Sterilizing Skin ee eee ,ITaQp ate 7 
paration the tests prescribed by U.S.P., but also tests 






UW Surgical Soap Pre 





especially developed by U.S.I. that are even 








Sutures Sterile Solution 
e Block 






\ 


more exacting. Thus freedom from even 
P sherapeutic Nery 


traces of harmful impurities — acids, alka- 





loids, fusel oils, aldehydes, and many others 






is absolutely assured. 









Use only ethyl alcohol of the highest 





purity obtainable in your hospital. You can 






be sure when you specify U.S.1. Pure AI- 






cohol U.S.P.—the choice of hospitals 






everywhere. 





IK NDUSTRIAL CHEMICALS Co. 


Division of National Distillers Products Corporation 


bi " 120 Broadway, New York 5,N. Y 






Branches in olf principal cities. In Canada: Natural Products Corporation, Toronto, Montreal and Vancouver 
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iy’ of niacin utili t} yothes t t n 1en t rats fed 
of DPN al 


that excreted 


methionine 
thionine sulfoxi 


the appear 


characreristi 


animals when t uN icin mine were noted to hasten 


metabolism 
SUPT lhe 1 


been considered a poss! 


tryptoj nane 
when exogenously t num 
have 


explanation ot ther marked 


that seen 


pellagran ict ( ( ( nye such is 


L, Com px und 
bolism ot feeding. It was sug 


{ 


role « th WridOxlil grou ves na icrodynia especi 


ilso stems macterial systems n marked in leficaiency when the 
} 


ids were admunistere 


in some way related t sulfur me 


; , 
tabolism. More recently, evidence has 


Doctor, if necessary 
you can use that 
same donor site! 


So precise is the Brown Electro-Derma- 
tome that the donor site is left smooth 
and clean for exceptionally fast healing 
Second grafts have been taken within 10 
and 12 days. The speed of the cutting 
blade and the accuracy of the micrometer 
adjustments are responsible for this 
achievement. The Dermatome is ex- 
tremely maneuverable and cuts as much 
as 70 square inches of graft per minute 


Write for information 


BROWN 
ELECTRO-DERMATOME 
all 


Cutting blade with a speed of 8,000 


strokes per minute 


Adjustable width grafts 


from 1%" to 3 


Thickness from thin split graft to 
full thickness 


Controlled by foot switch 
Expendable low cost blades 


Packed in compact steel carrying case 


ZIMMER MANUFACTURING CO. 
WARSAW + INDIANA 


In Canada, available through selected surgical 
supply dealers or our Agents, Fisher & Burpe, Ltd.” 


been supplied that 
phate functions as a coenzyme 
transferring enzymes 


Metzler 


also shown that pyridoxal may function 


sulfur 
malian origin and Snell have 
in sulfur transfer in a manner similar 
to that postulated by Snell for trans 
amination 

Other miscellaneous experiments in 
dicate further implication of the com 
bined effects of the aforementioned 


systems or possibly other functions 


of the B, 


show increased excretion of glucuronic 


icid, a regression of thymic and lym 


phoid tissue, a decrease in 


group. B, deficient animals 


intibs dy 


formation and a regression in lymphe 


sarcomas as well as increased resistance 


to implantation of lymphosarcomas 


| 
Deficient rats are more susceptible t 


audiogenic seizures and often have 


spontaneous epileptiform convulsions 


Despite all the basic information 


about the function of the By group 


little is known of the metabolism of 
the group itself in mammalian tissues 


The active form of the group func 


tioning as the coenzyme has _ been 


established as pyridoxal phosphate 


The metabolic yroduct of the group 
I I 


has been found to be 4 pyridox acid 


It is hoped through the use of 1s topes 


j 


and other methods of study sucn as 


tissue culture more insight may be 


ittained into the ability of mammalian 


tissues interconvert ind © 


phos 


phorylate the three compounds 


PART IV—SUMMARY 


After the tsolation of vitamin B, 


in 1935 and its identification as pyri 
doxine (2-methyl, 3-hydroxy, 4, 5-hy 
droxymethyl pyridine it was shown 
to be an essential nutrient for a variety 
of animals and bacteria. Experimental 
studies in man suggest that pyridoxine 


is essential to human nutrition, al 
though a clear-cut clinical deficiency 


| j 


has not been demonstrated. Pyridoxine 


has been used in the treatment of a 


number of clinical cond 
results of these clinical trials are equiv 
ocal 

Biochemical investigation has shown 
that vitamin By, is important in pro 


This 


transamination 


tein metabolism vitamin acts 
as a Coenzyme the 
lecarboxylation and sulfur transter in 
volving amino acids. As a result of 
these functions pyridoxine plays an 
important role in integrating inter 
mediary protein and carbohy irate me 
RirA Hocn, BS 


M.D.. and Keith Killam, B.S 


tabolism James 


Preston 
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AN IMPORTANT NAME IN MEDICAL. 


Caoulom AND HOSPITAL CIRCLES FOR BLOOD 
TRANSFUSION EQUIPMENT 


BARDIC Disgovable BED SIDE PLASTIC DRAINAGE TUBE 
MANUFACTURED BY STERILON 


Steere... BARDIC Disposable Economical . »- BARDIC Dispos Effcctent . .. BARDIC Disposa- 


Plastic Drainage Tubes are packaged able Plastic Drainage Tubes elimi ble Plastic Drainage Tubes have 


large lumen for ample drainage 


| ready for nate the use of expensive rubber 


sterile in individual boxes 


immediate use tubing and separate connectors. They Tubes are 5 feet long, each with 


| adapter to connect one end of the 


R also save the cost of personnel time 
B B in reconditioning and resterilizing tube to an indwelling catheter. 
UROLOGICAL 
arainagye tubes 


“RIMM 


Ask Your Dealer for N 1000 Bardic Tube $6.00 per d Le 10% to He pitals ) 


STERILON production facilities are available to concerns creating products for the medical and hospital field 


STERILON CORPORATION, 500 NORTHLAND AVE., BUFFALO 11, N. Y. 
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Conducted by Mary P. Huddleson 


PORTION CONTROL is the basis of cost control 


control is the primary 


Pp’ IR TION 
t 


in establishing an 
The 
obtained from a specified 
food calcula 
thus all 
Such 


ictor accurate 


cost accountiny procedure num 
~ portions 
umount of permits the 
tion of the cost per serving 
servings must be uniform in size 
information provides a basis for order 
ing and predicting the food needs of 
the institution, as well as aiding in 
food cost control 


food 


Manaper to plan menus that ensure 


Portion control enables the 
nutritional adequacy according to the 
recommended dietary allowances of 
the National Research Council 


nutritional require ments de termine the 


These 


size of the portions of food offered the 
patients and the staff of the institution 
By calculation the dietitian determines 
the amounts of food necessary to meet 
the nutritional recomme ndations of the 
National Research 


establishes the size of the 


Council, and thus 
portion to 
be used, ze. size of the serving of meat 
the number of eggs used, the amount 
of bread, crackers milk 


fruit This basi 


soup, vou 


tables desserts diet 


in the hospital wall probably be called 
house diet, It 


the normal, regular or 


will be modified by increasing or de 
creasing Calories, protein, Carbohydrate 
con 


fat and so on, orf changing the 


sistency as the needs of the patient 
demand 
Cost 


workers are interested in portion con 


conscious dietitians and food 
trols that are practical, attractive, econ 
omical and timesaving 

Portion control can be accomplished 
four ways: (1 by purchasing foods 
prepackaged or prefabricated in por 
tion sizes desired; (2) by developing 
standard recipes with the yield calcu 
portion 


size containers for 


lated in sizes; (4) by using 


standard serving 


foods, and (4) by establishing the 


number of servings of food to be ob 
foods 


tained from canned 


120 


JANETTE C. CARLSEN 
Dietitian in Charge 
Johns 


Hopkins Hospital 


Baltimore 


PREPACKAGED AND PREFABRICATED 
Food 


more of their products in prepa kaged 
The 


unit arc 


manufacturers are marketing 


and prefabricated units advan 


tages of the 


prepackaged 


many. Prepackaging provides a sani 


tary means of handling food, cuts 


hours of labor spent in packaging and 
pretabricating in the individual insti 
tution, reduces serving time, ensures 
portion control, and is attractive. How 
ever, the dietitian should exercise cau 
n determining cost of the pre 
The 


more ¢x 


tron 
packaged or prefabricated item 
prepackaged item may be 


bulk 


cos(s are 


than the item. In areas 


labor 
packaged of 


pensive 
where high the pre 
pretabricated food item 
will probably not be any more expen 


bulk 


the prepackaged and 


sive than the item. In the small 


food operation 
prefabricated food item may provide 
efhicient 


tox xd 


ad Saving ind certainly a more 


operation. In every instance the 


manager should carefully compare the 


cost of the prepackaged item with the 
cost of the bulk food item, considering 
the labor cost of packaging and serv 


ing, as well as materials used, waste 


ind the attractiveness of the items 


Because of the advantages of pre 


pac k LB | 


ng foods a number 
products can be 


Lin rly 


obtained that meet 


the needs of institutional food services 


The majority of biscuit and cracker 
companies now offer both cookies and 
crackers in individual packets that 
demands of their Consumers 
ofter brick ice 


dividually wrapped pieces, usually six 


meet the 


Dairies cream in in 


or seven per quart. Very good jellies 


and jams are now obtainable in three 


different sizes of disposable, sealed 
plastic containers 

Perhaps in time the same type of 
packaging could be used tor individual 
servings of peanut butter, mayonnaise, 
French dressing, catsup, relish and the 
like. Until such time, individual paper 
assure 


labc oT 


used in filling these cups, as well as 


souffle cups should be used to 


portion control. Of course, the 


the cost of the paper service should 


be considered in calculating the cost 
of the item Individual packets ot 
sugar, salt and pepper can be obtained 
which ensure sanitary inexpensive 
service, plus the opportunity for public 
relations in printing the name of the 
institution on the packet. Dry cereals 
can be purchased in individual serving 
with several varieties 


pac kages per 


if these meet the demands of the 
Hot drinks and decaftein 


ated coffee can be obtained in individ 


Case 


institution 


ual packets that are attractive and en 


sure a standard product upon reconsti 
frution 

In some localities it is less expensive 
to purchase baked goods from com 
mercial bakeries. Again, it is possible 
to establish portion control by spectfy 
ing the size cakes and pies desired 
and by setting up standards for por 
tion size. Cakes may be purchased by 
the sheet, round & or 9 inch, or square 
8 or 9 inch. The 


usually cuts to better advantage 


sheet or round cake 
Many 
bakeries furnish cutting guides made 


of wire to assure even portioning of 


their 8 or 9 inch pies. The food pro 


duction manager will always specify 
the number of slices of bread per loat 
most bakeries maintain similar stand 
Milk served in half-pint bottles 


ards 


or paper containers (states may fre 


quire this by law) ts another means 


of portion control which also affords 


a sanitary product 
time the meat packing 


For some 


companies have been fabricating cuts 
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Increasing thousands of visitors to the seas to our 
south are finding in the magnificent Jaragua a 
new thrill. Rightfully called the “Finest Hotel in 


the West Indies”, it is the epitome of gracious, 


cosmopolitan service. What more natural asso- 


ciation for the complete Sexton line? On the din- 
ing tables of this smart hotel, Sexton Wooster- 
shire Sauce and Sirloin Club Sauce offer guests a 


new taste sensation. 


HOTEL JARAGUA 
Ciudad Trujillo, Republica Dominicana 


JOUN SEXTON & CO., CHICAGO, 1953 
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Food Item Size Serving 


4 oz 


Patties raw or 
i dp 
Ribs 
rolied & boned 3 oz 
prime 
Standir g rib 
Round, b« 


Boneless 


Round steak 
sandwiches 
cooked 


2o2 
strip 4 oz 


Roast beef 


Tenderloir 


Breast 


Chops rib 


Patient Order 


|\—PORTION STANDARDS 
MEAT—BEEF 


TABLE 


Cafeteria Order Purchose Unit 


5 serv. per 


8 Ib./pan 


) serv. per 


8 Ib./pan 


serv. per 


8 Ib /pan 


40 serv./par 
8 serv./Ib 
8 Ib./pan 


serv 


6 ibs 


Ib 52-9 Ibs 


A. P. Yield 


C. P. Yield Notes 


70% meat 


5 serv./ib 
30% suet 


le/2c. raw 

2 serv./4 Ibs 
2'A serv /4 Ibs 
2 serv./\b 
24% side wt 
18% side wt 
75% round wt 


20% waste trim 
45% cooked yield 


2'A serv Jib 


3 serv./Ib 


6 serv /\b 

3 serv./Ib. raw 

12 steaks 
tenderloin 


2% side wt 
10% untrimmed 
33% loss in 


trim for steaks 


2 serv./ib. raw 


single breast 


racks 
rack 


4-6 Ibs. single 


4 serv./Ib raw 
18 chops/ 
single rack 





of meat for 


institution may suVE money 


ing meat that ts already 
This, of 
ot the 


labor in the 


Course dep nds on 


ind tne ce 


Small 


mscitucion 
locality 


tions Cannot support the sCTY 


t butcher, and must therefore expect 


fabricate meat when 


bought This pre 


the cook to 
wholesale cuts are 
experienced 
tood 


certain 


cedure, unless handled by 


workers can result in expensive 


wastape It 1s possible in 
obtain < hee > 


d for 


sections of the Country t 


ind luncheon meats already slice 
direct use on the cafeteria serving line 
Frozen veyvetables can be purchased 
in Nos .. 2 
size most suitable for the food opera 
should 

viven tO desirable vegetable 


Vevetable cookery should 


and ) packages The 


rion be ordered, consideration 


being 
pre paration 


| 


he Staggered so nutrients and 


that the 
palatability may be preserved 
Prepackaged staples can be aid 
n food preparation if the proper pur 
Dried milk powder 
obtained in pound packages 


drum, if the use 


chase is made 


can be 


rather than by indi 


cates that less waste will occur with 


Cake mixes and dips 
No. | No 


| 
packages As Wwe I] as 1n iarye quantities 


pound pac kage s 


ure available in and 


making closer control 


thus possible 


means of portion 


Prepackaging is a 
in packaging 


ind deter 


control has been applied 


dishwashing compounds 


122 


The S¢ can be 


iCKETS 


vents 


control usage 


mall | 


pre vent Waste 


STANDARDIZED RECIPES 


teasible for manufacturers 


r fabricate many types 


tood therefore portion control 


the use of standard must 


1. Sound 


recipes 
standardized 


large quantity recipes have been de 


veloped by home economists and food 
workers It is no longer necessary 
for each institution to develop its own 
Many of the recipes available can be 


idapted to the 


individual institution 
consum 


All 


standardized recipes must list the yield 


thereby eliminating the time 


ing job of recipe development 
in servings and the size of the serving 
if they are to be of use in portion and 
COST Ch ntrol 

Entorcement of portion control tor 
such tood items that result from stand 
dithcult 


The 


should be 


ird recipes is and requires 


close supervision size of the 


serving implement speci 
fied, 1 size ot dipper or scoop if it 
is a bakery item, the number of serv 
ings per pan or the number of pieces 
should be noted on the recipe card 
In the instance of soups and stews the 
number of ounces per serving should 
be determined When 


ippear on the menu listing, the 


these items 


SizZ¢ 
of the serving by the item will refresh 


the memory of the serving maids and 


enlist their Cooperation in portion con 
trol. For roasts the portion size should 
scales should be 


be established and 


made available for weighing the first 
few portions to reacquaint the serving 
maid with the amount to give 
These portion controls once estad 
provide a basis for ordering 
food. Meats, for example, 
be listed on a single pag Table 


be done to 


lished, 
of raw can 


{sec 


1) Further work can 


develop the same type of portion con 
trol for canned fruits and vegetables 
frozen fruits and vegetables, and fresh 
fruits and vegetables, as well as for 


such muscellaneous items as mayon 
naise, jellies and jams (see Table 2 


standardized it can 


The 


ird portion list should be developed 


Once this list ts 


be used again and again stand 


for each institution individually; the 
portions desired for a children’s home 
are not going to be the same as those 
desired for a mental institution 
STANDARD SERVING CONTAINERS 
Once the standard portion list has 
been developed supervision is neces 
sary to ensure that the standard size 
Various means may 


Standard 


portion iS SE rved 
be used to accomplish this 
available for 


size glasses should be 


pouring and serving juices. Standard 
aid the 


be WwW ls Ww ill 


S1Z¢ SC ryving 


soup 
maid in adhering to the portion setup 


4 small 


(C0 


serving of food in a large 


tinued on Page 126) 
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Hobart Model L-800 Mixer 


For a three-way assault on your cost problems, you 
can arm yourself with the three Hobart products shown 
above—or any other combination of the 11 food, 
kitchen, glasswashing and dishwashing machine lines 
that Hobart builds today in more than 75 varied 
capacities and sizes. Use them in kitchen and counter 
—in dishwashing department, salad pantry and bake 


shop. Use them—and cut costs like this— 


1. Improve sanitation, standards and rate of food 
output with machines designed and built to translate man- 


hours and ingredients into maximum output. 


2. Operate at peak efficiency through exacting selec- 
tion of proper machine size and capacity. Hobart’s wide 
range of models, with interchangeability in accessories and 


THE HOBART MANUFACTURING COMPANY, TROY, OHIO 
Attention: DEPT. ADV. 
Please send full information on the complete Hobart Line of 


[ } Food, 


Please have my local representative call on me 


Kitchen and |_|} Dishwashing Machines. 


NAME 
K 
STREET A 


city 


Hobart Model AM-7 Dishwasher 


Representative Models of the 
Complete Hobart line serving 
the vast food service industry. 


Tripl Threat to Costs 


attachments, avoids waste through over-capacity —avoids 


waste through under-power. 


3. Avoid wasted time in operations—in planning, pur- 
chasing and servicing. Rely on the Hobart name, guarantee, 
nationwide representation and scope of products for main- 


tained dependability of output from your whole installation. 


Visualize what just one of these advantages will do for 
your operation—then think of the added benefits of 
all three! You’ll want more information, which we’re 
anxious to supply. Just write for the newly-printed 
Hobart Booklet pictured—or ask the local Hobart 
representation The Hobart Manufacturing 


Company, Troy, Ohio. 


@ SEND FOR IT! 


Trademark of Quality for over 55 years 


Hobart 


ltood Machines 


The World's Largest Manufacturer of 
Food and Kitchen Machines 





Food Item 


Asporagus 
Beans, lima 


Beans, string 

Beets 

Broccoli 

Brussels sprouts 

Cabbage, green 

Cabbage, red 
coleslaw 


Carrots (cooked) 


strips (raw 
Celery 
Squash, acorn 
Tomatoes 
Turnips 
W atercress 


Asparagus, cut 
Asporagus, spears 
Beans, lima 
Spinach 

Squash 


Veg. mixed 


Asparagus 
Beans, baked 
Spinach 


spears 


Tomatoes 


Size Serving Patient Order 


3 speors 
Q cup 


Ya cup 
2 cup 
! speor 
6 med 
a cup 
2 cup 
“ cup 


42 cup 


3 strips 
1/6 stalk 
Yea 

44 ea 

2 cup 
sprig 


Ya cup 
5 speors 
2 cup 
/2 cup 
Ya cup 


2 cup 


4 speors 
va) cup 
2 cup 


2 cup 


TABLE 2—PORTION STANDARDS 
VEGETABLES, FRESH 


Cafeteria Order 


30 serv./pan 
32/gal 


32/gal 

32/gal 

30 serv./pan 
30 serv./gal 
30 serv./gal 
30 serv./gal 
30 serv./gal. 
30 serv./gal 


serv 


30/gal 


serv 


Purchase Unit 


crate 
hamper 


crate 
crate 
crate 
crate 
crate 
crate 
Ib 

Ib 


crate-50 Ibs 


lug 
bushel 
bunch 


VEGETABLES, FROZEN 


30/gal 
serv 

30/gal 
30/gal 
30/gal 
30/gal 


package 
package 
package 
package 
pockage 
package 


VEGETABLES, CANNED 


serv 
serv 
30/gal 
30/gal 


A. P. Yield 


24 Ibs 
12 bunches 
35 Ibs 


28 Ibs 

3 dz. bunches 
42-24 bunches 
12 Ibs. 

46 Ibs 

46 |bs 

46 Ibs 

Bu.-50 Ibs 
bag-50 Ibs 

or 4-5-6-doz./ 


bunches 
48 stalks 


28108 ea 
50 Ibs 
1/5 Ib 


24-12 oz. cans 
6-#10's 
6-#10's 
6-4#10's 


E. P. Yield 


3 serv./ 


1¥-"A»# shelled 
(1 4/5 cup) 

4A serv./ 

3-4 serv./bunch 

4 serv 

5 serv./ 

4 serv./ 30% 

4 serv./ 30% 

6-8 serv./ 30% 

3 % serv./ 


3% serv./ 


33% 


10-11 serv./Ib 
5 % serv./ib 


15.5 serv./Ib 
3 serv./Ib 
125/\b 


6 serv./Ib 
6 serv./Ib 
5 serv./\b 
5 serv./ib 
4 serv./|b 
5 serv./Ib 


7 serv./can 
20 serv./can 


24 serv./can 





Food Item 


Apples, eating 
Apples, cooking 


Strawberries 


Apple butter 
Applesauce 
Apple, spiced 
Apricots, halves 
Blackberries 
Blueberries 
Cherries, black bing 
Figs, kadota 

Fruit cocktail 
Peaches, halves 
Peaches, sliced 
Peaches, spiced 
Pears, halves 
Pears, spiced 
Pineapple, sliced 
Pineapple, crushed 


Plums 


Apples 
Or ange concentrate 
Tangerine Concen 


trate 


Size Serving Patient Order 


l ea 
lea 
Ya pt 


| tbsp 
“2 cup 
lea 
3/2's 
“2 cup 
42 cup 
“a cup 
3 ea 
“a cup 
2/2 

B slices 
lea 
2/2 
lea 

2 slices 
A cup 
3 ea 


' 


2 cup 
4 oz 
4 or 


TABLE 3—PORTION STANDARDS 
FRUITS, FRESH 


Cafeteria Order 


Purchase Unit 


box 
bushel 
pint 


FRUITS, CANNED 


serv 
can 

serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 
serv 


serv 


case 
case 
case 
case 
case 
case 
case 
case 
case 
case 
case 
case 
case 
case 
case 
case 


case 


A. P. Yield 


42 Ibs 
42 |bs 


SAAAAPSAAPAPMAAABARWAaXS 


FROZEN FRUITS AND FRUIT JUICES 


1 serv 
8/at 
8/aqt 


30 Ibs 
case 
case 


30 Ibs 
12/case 
12/case 


E. P. Yield 


100 serv 
2% serv./Ib 
4 serv./pt 


562 serv./can 
25 serv./can 
80 serv./can 
26 serv /can 
24 serv./can 
24 serv./can 
20-25 serv./can 
35 serv./can 
25 serv./can 
20 serv./can 
30 serv./can 
24 serv./can 
20 serv./can 
40 serv./can 
25 serv./can 
25 serv./can 
22 serv./can 


2 serv./ib 
384 serv./case 
384 serv./case 
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CITRUS ean help to 


Speed Recovery in 10 Million 


NX SURGICAL CASES as sear 


Since vitamin C is so intimately involved with the 
formation and maintenance of intercellular substances, 
adequate levels are essential to facilitate and expedite 
tissue repair. Vitamin C is also indicated for routine 
pre- and post-operative administration, because of its 
role in aiding resistance to infection. 
One 8-o0z. glass of orange juice t.i.d. provides 
approximately 300 mg. vitamin C, Other reasons 
for recommending citrus: it has a high 
potassium content; it helps to counteract the 
possible toxic effects of sulfa drugs; and it exerts a 
welcome energizing influence because of the 


quickly assimilable fruit sugars. 


FLORIDA CITRUS COMMISSION «+ LAKELAND, FLORIDA 


FLORIDA wg 


ORANGES * GRAPEFRUIT * TANGERINES 


Pe 


= 





and with absolute safety. 








Stores, factories, institutions and 
offices everywhere keep cool natur- 
ally... they circulate the air with 
Emerson-Electric oscillating fans! 
These dependable 12” and 16” 
Overlapping-blade and Parker- 
blade models have exclusive oil- 


tight bearings and three-speed 


Finger-tip Oscillation Adjustment 


Finger-tip adjustment from non-oscillat- 
ing position to any range of oscillation 
up to 90° is obtained by simply turning 
the knurled rim of the adjusting case. 
Adjustment is instantaneous and is ac- 
complished without tools of any kind, 


Breeze-Condition 


with 


Emerson-Electric 


Oscillators 
oY ) e 


= 
ae > 


~~ ™ 
con | 








sliding switch in base. All carry the 
well-known Emerson-Electric 
5-Year Guarantee. Specify Emerson- 
Electric Fans... get natural breeze- 
conditioning. (All models have 
ornamental guards. Overlapping- 
blade fans also available with spiral 


safety guards, as illustrated), 


THE EMERSON ELECTRIC MFG. CO. « St. Louis 21, Mo. 


FREE FAN CATALOG! 


a 


See 9 new models for '53... 
get the facts about the most 
complete fan line in America. 
Write for Catalog No. 703. 


EMERSON <> ELECTRIC 


FANS « MOTORS 


ed SS 


bowl is not good salesmanship 


dispensers are available that also aid 


in portion control. Cream dispensers 


can be obtained that are adjustable to 
ounce of cream as 


should be 


dispense |) or 
desired. These, of course 
approved by the local health author 
ities. Milk 


only one glass of milk are 


dispensers that dispense 
available 
Again these must have the approval 
of the local health authorities 


frozen concentrate juice dispenser will 


A new 


soon be available that mixes the con 
centrate with water in the correct pro 
portions as it 1s poured Cottec cups 
will also be a uniform size. Specified 
sizes of paper souttle cups and paper 
drinking cups are important tools in 
portion control, as well as an attrac 


j 


tive way of serving food 


CANNED FOOD CONTROL 


Perhaps the easiest way to begin 
portion control is to determine the 
size and the number of servings of 


tood obtained from canned goods 


Commercial canneries use standard 


size cans, and thus it is possible to 
calculate just how many servings of 
sliced peaches will be in a No. 10 
can, No. 2! Again, once 


the portion has been 


and so on 
developed, the 
chart becomes a permanent reference 
for the food worker and the serving 
maid. Revisions keep it up to date 
and pliable (see Table 3 

There are many advantages to por 
tion control In order to have ac 
curate Cost accounting, portion control 
Portion control 


must be institute d 


provides a basis for standard ordering 
procedures and standard serving pro 
storekeeping 


cedures: it allows close 


control and requisitioning. Prepackag 
j 


ing of food and fabrication of food 


aids in portion control, whether the 
work is done in the institution or by 
the food purveyor Such treatment 
of food is more sanitary, ts attractive 
and cuts food wastage. In purchasing 
prepac kaged food, careful study should 
be made as to its cost, and the rela 
tive merits of the packaging should be 
weighed against the disadvantages of 


bulk food 


the yield in servings developed fos 


Standardized recipes with 


the individual institution provide a 
basis tor portion control for those food 


items not available in package form 


Serving utensils, dishes and glasses of 


known content further aid portion 


control. Establishing a portion stand 


ard list pr vides the food service man 
| in ordering 


wer with a useful too 


purchasing, preparation and serving 
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Help your patients stick to your 


Add extra heartiness — low-fat diets. Provide them with 
new taste appeal ao with satisfying recipes like these — made 


CALIFORNIA PRUNES extra delicious, extra nutritious 







with California Prunes 










a 





i Prune Cheese Cake Bavarian 
4 


2 Thsps. gelatin I tsp. vanilla 


i 
2 cup cold juice from 2 tsp. sale 
lo cup hopped, cooked 










) 
Peunes California Prunes 
1 cup hot water 4 cup crushed dry 
1 Ib. dry cottage cheese soya cereal 
1'4 Cups sugar 1 Tbsp. sugar 
i Tbsps. lemon juice ‘4 tsp. nucmeg 
4 
- Soak gelatin 5 minutes in juice from Prunes. Dis 





solve in hot water. Sieve cottage cheese and add 
with sugar, lemon juice, vanilla, and sale to gelatin 
Chill unal slightly thick; fold in Prunes and pour 
into 5x9-inch pan. Combine cereal crumbs with 
sugar (1 Tbsp.) and nutmeg. Sprinkle over top 


Chill until firm. Serves 8 











Fat content: 3.35 grams (0.42 grams per serving) 






Cholesterol content: 10.1 mg. (1.26 mg. per serving) 








Spiced Prune Milk Shake 


1 cup cooked, pitted , tsp. each cinnamon 
> California Prunes and nutmeg 
2 cups liquid (juice from 








2 tsps. sugar 






° Prunes plus water 
6 Tbsps. skim milk powder Dash salt 







Puree Prunes. Combine with juice and water, skim 
milk powder, spices, sugar, and salt. Beat or shake 
° untul well blended. (If using electric blendor, no 
need to puree Prunes). Serves two 









Fat content: 0.7 grams per serving 


Cholesterol content: ().8 mg. per serving 












California Prune Fluff 












> 
. Ye cup cold water 144 cups chopped, cooked 
142 Thsps. lemon juice California Prunes 
42 cup dry skim milk 4 Tbsps. sugar 
4 Usp. nutmeg Va esp. sale 






Combine cold water, lemon juice, and dry skim 
milk powder. Beat with beater until mixture re 
sembles whipped cream. Stir in nutmeg, Prunes, 
sugar, and salt. Chill. Makes 6 servings 





be 





| & 
<9 


4 
, 





Fat content: 1.8 grams (0.3 grams per serving) 









‘et 
* Cholesterol content: 2.1 mgs. (0.35 mg. per serving) 







a 


es 





Good eating, and a lot more... the Califouia wonder fiwsik ! 


You're sure, too, of the essential A and B 
vitamins of abundant fruit minerals and 
other health benefits... when your diets 
include luscious California Prunes 


1953 
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Menus for May 1953 


Minute Steak 
Mashed Potatoe 
Stuffed Prune Salad 

4 


Baked Orange Custard 


Baked Italian Spaghett 
Asparagu 
Lettuce, Bacon Salad 


Ice Cream Sundae 


10 


Honey Dew Melor 


Sugar Doughnut 


Liver, Bacor Maryland Chicker 
alloped Potatoes Parslied Potat 
Stewed Tomatoe Pea 
ed Salad, Dressing 
Ice Cream Sundae 


Jnder-the 


Tomato, Rice Sour 
Ham Patty Witt Meat Loaf Witt 
Pineapple Ring Mushroom Gravy 
Asparagus Spear Glazed Carrot 
Celery, Pickle Olives 
Fruit, Cookie 


13 14 15 | 16 


Grapefruit Jui 


srapefruit Ha Orange Juice Stewed Prune 
s Sirus Bran Muffir 


soft Cooked Eqg Jelly Doughnut Pancake 
. 
. . 
Fried Fish Witt 
V Tomato Sauce Swiss Steak 
Pineapple Sectior Parslied Potatc Escalloped Potatoe 
Brussels Sprout 


Roast Lamb, Mint Jelly 
Baked Potat 
Spinact Lemor Candied Sweet Potatoe Whole Beet 
Siushing Pear Salad Waxed Bea Pimiento Lettuce, Tomato Salad Vegetable Cottage Cheese 
Apple Cobbler Molded Lime Salad Fruit Gelati Salad 
Vanilla Pudding Peanut Butter Cookie Chocolate Icebox Dessert 


. 
Ww rawberr ie . 


. 
Tomato, Noodle Sour 
Egg Croquettes Beef Broth With Rice 
ila Kk With Cream Sauce Manhattan Meat Roll 
Mixed Vegetable Asparagus 
Pin Wheel Salad Orange Julip Salad 
Sea Foam Nut Square I 


Muligatawny Soug ° 
Salisbury Steak 
Asparagu 

Spring Salad Pea 
With Dressing Fruit Plate Salad 
Ice Crean Lemon Custard Cake 


‘ ' Tomato Orange Juice 
Soft Cooked Egg, Toast 
. 
Tunafish Loaf With 
Roast Beef t ‘ Pork Chop, Dre Tomato Sauce 
Stuffed Potat Corr Escalloped Potatoe 
Paprika Cauliflower Asparagus Lima Beans 
Whipped Orange Cabbage r ’ Mixed Vegetable Salad Lettuce Wedge 
Salad | ’ With Dre g With Dressing 
Baked Fudge Pudding Grapefruit, Peach Rol 
. 
Tomat Vegetable Sour 
Cubed Beef Salmon Salad 
Pea t é Sliced Cheese 
Potato Chir 
Green Pear Salad 
Tapioca Pudding 


27 28 


Banar Apple Juice 
ambled Egg, T Bacon, Tos 


ce Cream Sundae 


Jui Grapefruit Half 
Sausage Pattie 


+ . 
Veal Bird Maryland Chicke 
Mashed Potatoes Baked Potat 
t Asparagu 
Wax Bea ] rry S Cantaloupe Salad California Salad 
oonn. Mas 4 p Rainbow Cake 
t Upside-D 


Harvard Beet 


Strawberrie 


< | 
Merinque Shell 


Basket 
h Witt 
Hard Cooked Egg 


Stewed Tomatoe 
sed Green Salad 
With Dressing 


Cracker Puddi 


Hashed Brown Potato 
ed Green Salad With French Dressing, Sliced Peaches, Chocc Chig 


Peggy Hayes 
Dietitian 

Memorial Hospital 
South Bend, Ind 


5 6 


4 Apricot 
Toa 


Grapefruit Juice stewed 
oft Cooked Egg, Toast Bacor t 
. 7 

Veal Bird 
Cre amed Pot 3t0F 

Pea 

Stuffed Celery 

Carrot Stick 


na Icebox Dessert 


Roast Pork 
Fried Apples 
Parslied Potat 
Spinach, Hard Cooke 
Twenty-four Hour S 
Angel Cake 
. 
. 

Beef Noodle Sour 
Meat Patty ir 
Tomato Sauce 

Broccoli 
Pickles, Olive 
Jelly Rol 


Creamed Chipped Beef 
on Toast 
Lima Bean 
Fruit Salad Plate 
Pineapple Cookie 


11 12 


Orange Juice Apple Jui 
Bacon, Toa Coffee Cake 


Roast Beef, Gravy 
Creamed Potatoe 
Broccoli 
Banana Gelatin Salad 


Date, Nut Cake 


Minute Steak 
Mashed Potatoe 
Baked Onions, Carrot 
Coleslaw Souffé Salad 
Fruit Cup 


Chop Suey Witt 
Chinese Noodle 
Green Beans 
Spiced Peach Salad 
Chocolate Chip Cookie 


Chicken, Noodle Sous 
Sliced Ham. Cheese 
Ambrosia Salad 
Cream Puff 


17 18 


Banar Blended Juice 
Sweet Roll Scrambled Eggs, Toast 
e . 

Salisbury Steak Witt 
Barbecue Sauce 
Parslied Potat 

Broccoli 
Black-Eyed Susan ‘ 
Cherry Cobbler 


Fried Chicken, Gravy 
Mashed Potatoe 
Creamed Cort 

Arabian Peach Salad 

Lady Baltimore Cupcake 


. 
Chicken Soug 
Cream of Celery Soug Creamed Chipped Beef 
Cold Cuts and Hard Cooked Egg 
Egg Salad on Lettuce on Toast 
Potato Salad Stewed Tomatoe 
Pickles, Olive Celery. Carrot 
Cinnamon Applesauce Oatmeal Cookie 


23 24 


Cantaloupe 
Bacon, Toast 


Grapefruit H 
Sweet Rol! 
7 . 
Broiled Liver 
Mashed Potatoe 
Stewed Tomatoes, Celery 
Marion Club Salad 
Marble Cake 


Meat Patty Witt 
Mushroom Sauce 
Baked Potato Cream of Celery Sour 
Carrot: Macaroni and Cheese 
Mixed Vegetable Salad With Har 
With Dressing Asparagu 
Chocolate Brownie Strawberry Cupcake 


29 30 


Pineapple Juice 
French Toast, Sirug 


Baked Ham Witt 
Mustard Sauce 
Candied Sweet Potatoes 
Peas 
Spring Salad, Dressing 

I 


e Crean 


. 
Salmon Croquettes 
With Egg Sauce 
Green Bear 
Blushing Pear, Cheese Ive 
Salad rbd 
Fruit Cup tim 
Cookie 
. 
nato Noodle Sour 
Tunafish Salad 
Sliced Cheese 
Potato Chip 
Mixed Vegetable Salad 
With Dressing 
Russian Bar 


Roast Beef, Gravy 
vned Potat 


Peas. Molded Pear Salad, Tapioca Cream Wit! 
( LOOK 
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OASTMASTER 





Koll and Food Warmers speed service 





4-DRAWER MODEL « $400.00 


~J 
; 






2-DRAWER MODEL «+ $212.00 





Yes, you speed service and cut serving costs with the 
“Toastmaster” Roll and Food Warmer because you can cook a 
wide variety of foods ahead in quantity for later serving. Actually, 
foods stay hot and oven-fresh for hours, maintaining their orig 
Since foods are always ready, serv- 
this floor 


inal color and appearance 
ing time is Placing 
kitchen service eliminates long trips to the kitchen, saves steps 


shortened. equipment in diet 


for serving personnel. 


You get payroll savings, too, when you cook ahead in quantity 
Large-portion cooking requires less kitchen help than when 
smaller portions are prepared individually. Also, by serving 
directly from a ‘Toastmaster’? Roll and Food Warmer placed in 
floor diet kitchens, fewer people can serve more patients. 


You'll be delighted with the way hard rolls stay crisp vege- 
tables retain their tempting flavor... meats, fish and fowl stay 
brown on the outside, tender on the inside. The ‘Toastmaster’ 


Rolland Food Warmer makes it easy to increase menu variety, too 


Automatic temperature control plus six-side drawer construction 
keeps foods from drying out. Adjustable dampers permit indi- 
vidual humidity control in each drawer. Sealed drawer construc- 
tion stops odor transfer. A plug-in appliance—no steam or hot 
water connections—no installation expense. 


Your food service equipment dealer is ready to show you how 
the ‘““Toastmaster’’* Roll and Food Warmer keeps foods hot and 
oven-fresh for hours, speeds service, and cuts serving costs as well. 


TOASTMASTER 
Zi and Food Warmers 








aintenance and Operation 


BEDLIFTER Saves Backs and Budget 


lifting beds to 


ospitals 
mients Ss in CcVCcry lay 
hospitals how 


lifting of beds is also an 


procedure In many 
ever, the 
everyday problem 
When a " 


elevated tor one ot 


orders patient 
number « 
lifted 


the be { must be 


cedure calling tor the services 
wast (wo 
It is true tl 


leve loped ind 


persons 
special bedlitters have 
been on the 


been have 


market tor 


pects of these bedlifters, however, were 


several years Certain is 


not satisfactory for the particular needs 


of this hospital. Furthermore, cost 1s 
considered by A 


itself 


factor that must be 
hospital if if sets out to equip 
number of bed 


with an a lequat 


lifters 
The Vancouver 


decided to provide its 


General Hospital 
nurs 
bed 

{ 


ana 


| 
recently 


ing services with a number of 


lifters The \ had to be 


lurable ind within the 


reliable 
budger. It 


was also decided to carry out expert 


ments to determine if a “homemade 


bedlifter could be leveloped t meet 


hospital needs 
Was 


The result of the experiments 


literally, just what the doctor ordered 


FREDERIC G. HUBBARD 


Assistant Director 
Vancouver General Hospital 
Vancouver, B.C 


Vancouver General Hospital's new 


homemade” bedlifter is really a very 


simple apparatus, one that could be 


made quite easily in the maintenance 


department of almost any hospital 


It consists of an ordinary car bumpers 
jack upon which certain adaptations 


were made 


Some time was devoted to the 


selection of a bumpet jack that would 
be easy to operate, would fit any type 
of bed, would not drop the bed too 
easy to store 


fast, would be mobile 


and reasonably priced. When the most 
jack 


adaptati¢ ms were made 


suitable Was selected certain 


arm on the car jack used 


Ww ile 


First, the 
to support the bumper was not 
bed would 


enough. To ensure that the 





Below, left: Arm height of the 
lifter is adjustable for the height 
of beds in any particular ward. 
Right: In position for storage. 





be held securely, a supporting arm 


was added. This arm is simply a piece 
of Cast iron bent to the desired shape 
and welded to the existing arm of the 
jack 

Then, to 
able 
added, 


attached to the crossbars 


make the bedliftes port 


(wo iron crossbars were 


Casi 
casters were 
No difficulty 


has been experienced with slipping 


bed is elevated 


and four inch 


when the 

The 
next 
had 


the speed of descent 


speed of lowering the bed was 
The jack selected 
knob to 


But. rather 


considered 

an adjustment regulate 
than 
run the risk of someone's turning the 
knob too far, 
bed 


of metal 


and thus dropping the 
with a jolt, a piece 
knob SO 


certain dis 


and patient 
was welded on the 
turned a 


it can only be 


france 
The jack has a 


reversed in. its 


removable handle 


which, when socket 


fits neatly the cylinder of the 
jack 
Perhaps the 


ot all 
cost of regular bedlifters 


against 
Storage is therefore no problem 
most pleasing aspect 
half the 


This meant 


was the cost—about 


the hospital could supply twice the 


riginally budgeted number of bed 


liftters—much to the satisfaction of 
the nursing staff, for lifting beds with 


out a bedlifter is truly a backbreaking 


procedure 
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EQUIPMENT / 


However much a maintenance man may want to 
do a good job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large, or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. Thats why Finnell 
makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct im size as 
well as model... that provides the maximum 
brush coverage consistent with the area and ar- 
rangement of the floors. 


Finnell makes Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes... a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked floors... 
Combination Scrubber-lac Machines for small, vast. and 
intermediate operations, including gasoline as well as elee- 
tric models... Mop Trucks... Vacuum Cleaners for wet 
and dry piek-up, including a model with By-Pass Motor. 
In addition, Finnell makes a full line of fast-acting Cleans- 
ers for machine-serubbing ... Sealers and Waxes of every 
requisite type... Steel-Hool Pads, and other accessories 





everything for floor care! 


In keeping with the Finnell policy of rendering an indi- 
vidualized service, Finnell maintains a nation-wide staff 
of floor specialists and engineers. There's a Finnell man 
near you to help solve your particular floor- maintenance 





problems... to train your operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies... and to 
make periodic chee k-ups. For consultation, demon-tra- 
tion. or literature, phone or write nearest Finnell Branch 
or Finnell System, Ine... 1404 Bast St.. Ethhart. Ine. 
Branch Offices in all principal cities of the United States 


and Canada, 


th 


BRANCHES 


FINNELL SYSTEM, INC. Sao I ALL 


Oniginators of Power Scrubbing and Polishing WMachines ranali: 
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Conducted by Altea M. La Belle and Jane Barton 


The V.A. Sets Up Housekeeping 


Folks, meet VA's Cleaning Experts, SWEEPY, DUSTY, WAXEY, 
and MOPPY 

They will show you how to keep this hospital spic and span so that 

the doctors, the nurses, the dietitians, and the other specialists can 

take BETTER CARE OF THE PATIENTS 

MOPPY will now show you now to mop correctly and easily 











TRAINING MANUAL 


ON MOPPING—| 


..AND AWAY 
! 





Training Guides, covering sweep 
ind mopping have been devel 
Administration for use in 

The MODERN HOsPITAL presents 

m mopping. The manual 


the January, February and 











MY NAME IS MOPPY, A 


NOT MOPEY Nor AND | WORK RIGHT 
Moppy wishes it to be clearly understood that his name is MUCKY HERE IN THE VA 
Moppy! His name is not Mopey, for he never mopes around 4 


Neither is his name Mucky, for he is careful not to leave Tg 2 


any mucky dirt on the floor 


He is a strong advocate of the ‘clean floor He is 
proud of his title and he will defend it whenever an occa CLEANLINESS 
1S NEXT 





sion presents itself TO 
GODLINESS 
Cleanliness is second to godliness—| love my work He 


works here in the V.A. hospital—and he is proud of his 





association 


Moppy is the middleman on a three-man team. This is 








only a symbolical three-man team, for in most instances 


WORKING BETWEEN 


Moppy will be not only a mopper but a sweeper and a IMPORTANT SWEEPY AND 


waxer too. However, for teaching purposes it will be well 
to treat this as an individual operation. Nevertheless, the — WAXEY 
teamwork idea must be put across—for there may be —— v2 

situations where a two or three man floor team may be 


both feasible and expedient 


This diagram emphasizes that a floor, must be first swept 
before it is to be washed. It may be well here to deviote 
from mopping for a moment and dwell upon the ‘‘clean 
sweep This clean sweep need not be performed with a 
broom as the drawing indicates. It could very well be 
performed with a vacuum or, more correctly a suction 


floor machine Litter and loose dust must be thoroughly 











removed from the floor before Moppy begins his work 
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RIGHT IN YOUR OWN BACK YARD... BY WEST 
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YOULL STILL 
SWING A MOP, 

















BET THIS 
BLOWS MY 
JOP RIGHT 
Ry OUT THE 
mB WINDOW ! 
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FIRST | WAIT FOR SwEEPY 
TO BROOM THE FLOOR.. 
a 


on 


[ 


——, 


THEN | GO MY STUFF.... 
MOPPING, 
THAT |S. 








GUESS YOU KNOW THAT A 
HOSPITAL FLOOR IS 


CONSIDERED A DIRTY 








THAT'S Repos PEOPLE | 
TRACK |N T ANO 
GERMS THAT DRY on 


THE FLOOR AND THEN 
BECOME AiRBORNE 


Ss 
RAN Nes 





es ——__—_—__—__, 


AND LL WAX EY 
FINISHES THE VOS 
\— 








THE HEALTH OF THE | 
WHOLE PLACE DEPENDS ON 
THAT'S WHY 1'M 
SO IMPORTANT 
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Again, it should be emphasized that, now that the sweeping 


has been done, Moppy can go ahead with his mopping 


operation 


Moppy’s implication here is that Waxey will not wax a 


dirty floor. He must always have a clean surface to wax 
buff. The the 


distribution 


or instructor must lay stress upon evils of 


dust occasioned by buffing, or waxing over 


floor soils 


Moppy again stresses the importance of his work—and its 


relationship to the many activities of the hospital. He 


wants everyone to know that his operaticn—that of keeping 
the 


floors are not kept clean, we cannot expect other areas to 


floors clean—is a basic housekeeping requirement. If 


meet the standards of hospital cleanliness 


This diagram depicts one of the reasons the floors have 


a bad reputation 


One type of soil on the floor is carried in on the shoes 
The person in these shoes may have walked through mud, 
or manure, or contaminated sputum, or perhaps just through 
dust—or any ordinary type of soil. No 


sand or plaster 


matter what type of soil it is, it provides work for Moppy 


If it is just any of the visible soils, such as mud or sand 


or soot, Moppy’s job is to dispose of it so as to provide 


good appearance 


The housekeeping service is more likely to be judged on 
appearance than it is for the reasons depicted in the next 


diagrams 


| 
| 


THE GERMS FLOAT AROUND 
ANO SETTLE ON THINGS 
ANO PEOPLE --- AND SOME- 


one GETS SICK, 


GEE BuT '\vVE GoT A 
TERRIFIC eesPonsipuity 
CONTROLLING THEM 'LIL 
VARMENTS... 
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Here Moppy begins to put over the idea of floor sanitation 
Despite the fact that housekeeping service is judged first 
on the appearance of the floor, its basic responsibility— 
that of sanitation—is of much greater importance than is 


appearance 


Airborne infections (which can originate from floor soils 
can easily develop and be dispersed through the hospital 


as a result of bad housekeeping 


The instructor should strongly emphasize that not only 


the visible soil is to be removed, but also the invisible soils 


which are contained in all floor soils 


Here the principles of airborne infection should be touched 


upon 


A simple illustration of how sputum upon a floor de 


hydrates and becomes a part of the floor soil should be 
low of the sick patient should be 


and should be 


remarks about how much harder it is to combat bacterial 


given. The resistance 


explained the explanation followed by 


invasion during illness than when one is in good health 


It is also well to point out that Moppy—being in good 
health himself —is much less likely to be visited by the air 


borne invasions 


Again, inject the mopper’s importance to the over-all pat 


tern of keeping the premises “hospital clean 
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OR ON BASEBOARDS AND . ‘LL BE NO Paar 
LEOGES AROUND CUR. OF ANY OLD 
HOSPITAL BACTERIA 


INVASION. 


ceeeaenenie 





THE DOCTORS ANONURSES|| THE PATIENTS NEF 
NEED ME ro KEEP TtHinos| | TOO... SEEMS NEED ME 
Gooo ANDO CLEAN sSoTHEY|| WELL FASTER. in & 
can Co THEIR. JOBS Good CLEAN PLACE 


BETTER 














ANO WHEN | 00 MY worKk|| IT suST SEEMS LIKE 
WELL, MY FELLOW woRKeRs EVERYONE wE£0S A 
ARE MORE CAREFUL ABovuT SPARKLING 
KEEPING THINGS CLEAN, Too 

CLEAN 


FLOOR 
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Here the instructor begins to discuss dirty corners and the 
importance of a continuous and thorough cleaning program 
Corners must not be allowed to accumulate packings of 
dirt. They must be washed out as thoroughly as is the 
center of the floor area. It is especially important that 
corners be hand cleaned prior to the waxing operation 
for an accumulation of packed dirt, and old dehydrated 


brown wax provides a very unsightly mess 


The instruction here must include all phases of moving 


articles ‘which can be moved) out of the way before the 


mopping is started 


The mopper all too often neglects to include the baseboards 
thresholds, wood slatted floor mats, storm runners. and stair 
risers in his operations. It must be emphasized that these 


surfaces are also harborages of dirt and bacteria 


Moppy wants everyone to know that his job performance 
is second to none. He is emphatic in his resolve to perform 


a thorough and a “hospital clean’ job 


Here the instructor should develop the contrast between 
clean floors’ and “‘sparkiingly clean floors The ‘‘public 
relations aspect of sparklingly clean floors should be 
pointed out. This aspect reaches far beyond the characters 
depicted here. It reaches also to the family and friends of 
the patient who are extremely apprehensive about leaving 
their loved one in a hospital which is not clean. It reaches 
to the community —for the community hospital is expected 


to symbolize a special torm of cleanliness 


Moppy is very important in the over-all public relations 


program of the hospital 


Here it is well to reiterate the reliance which the doctor 


the nurse, the dietitian, the technician, and all concerned 


with patient care place upon Moppy’s good performance 
and his finished job. If Moppy is made to project the 
importance of the staff's reliance upon having clean floor 
surfaces he will also project an abundance of job pride 
along with it. If the worker can be made to have job 


pride, half the battle will have been won 


Here the instructor should stress the importance of clean 
liness upon patient psychology. The patient who must gaze 
at dirty surfaces will become so discouraged as to develop 
poor morale. Moppy knows full well that good morale 
will facilitate the healing processes. He gets a lot of satis 


faction out of seeing the patients in his area get well faster 


Here the instructor should elaborate upon the inner satis 


faction of the worker who has done his job well 


A) The principal theme of this drawing is teamwork 
B) The secondary theme has to do with the respect of 


patients, public and staff for well kept property 


A) Moppy wants to point out here that in order for his 
other colleagues to do a good job, he must first do his 
basic job well. He emphasizes that Waxey must have a 


clean surface upon which to apply his clean wax 


B) Moppy elaborates upon the high regard everyone has 
for clean sparkling surfaces. He especially points out that 
' 

people will help to keep a clean surface looking nice —and 
conversely everyone will abuse a surface which already ap 


pears dirty 


Repeat the emphasis on sparkling floors and their effect 
upon the inner satisfaction of the worker, as well as upon 
public relations and public opinion, and the importance of 
providing a satisfactory ‘‘workshop”’ for the doctor, nurse 


and other technicians 
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[IN MY KINO OF JOB SAFETY 


PLAYS BIG PART 








[SEE WHAT HAPPENS WHEN| 
SOMEONE STEPS ON A 


WET FLOOR...... 




















iN BAD weEaTuER my 
woRk DOUBLES... 
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| HAVE TO KEEP THE wer 
OR SNOWY FLOORS 


MOPPED UP 
EVERY MINUTE 
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[| SPEND EXTRA TIME 


DRYING UP moprep 


AND | KEEP MY SAFETY 
GUARD UP EVERY SINGLE 
MINUTE TO 














«+: WHEN SOMEONE LEAVES 


THE WINDOW OPEN 
OR A PIPE BREAKS | SHIFT 
INTO HIGH 
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associated with the 


deal of 


has received for having a good 


There are many safety hazards mop 


ping procedures. Moppy derives a great satisfac 


tion from the award he 


safety record. He will point out the things that he is very 


careful about 


what happens when someone steps on a wet floor 


See 


The instructor must here elaborate upon the hazards of a 


damp or wet floor, whether the dampness is caused by 


one drop of water or a puddle of water 


The matter of cleaning up everything that has been spilled, 
such as drippings from mop equipment, spillage from food 
trucks, medications, patient accidents, and so on, must also 


be included in Moppy’s safety precautions. He feels a 


terrific responsibility for moisture of any kind which he 


finds upon his floors 


floor 
the 


He is equally careful about his own ‘wet proc 


esses. He never removes his barricades until newly 


washed floor is dry enough to be walked upon without 


endangering anyone 
importance of fencing oft the 
being This 


to protect persons from slipping or falling upon 


Moppy emphasizes the 


area mopped fencing off process has two 


purposes 


the wet or damp floor, and to protect Moppy’s clean floor 


until it has had a chance to dry 


Moppy’s barricade may be made up in any of a num 


ber of patterns. It should, however, be high enough and 


colorful enough to attract the eye of the absent-minded per 


the 


son preoccupied person, or the person who is in a 


great hurry 


ANDO BEFORE | CAN CALL 
IT QUITS | PUT ALL MY 
TOOLS AWAY TO KEEP 
PEOPLE FROM FALLING 
OVER THEM. SAFETY 
FIRST MEANS ME.. 





24. Inclement weather often means repeated mopping in en- 


trances and exits of hospital buildings 


Rain, snow and 


foot soils are quick to mar the appearance of the floor 


in these areas 


Appearance of floors is always of utmest importance — 


but safety is more important 


must do many repeat jobs in these areas. 


On bad weather days Moppy 


He is ever mind 


ful of the sick who must come and go through these entry 


ways 


He is also mindful of all of the others who might 


easily slip or fall unless these floors are kept dry and clean 


He stays “right with it 


when the weather is bad. He also 


stays right with it when new construction or other unusual 


things dirty up entrances and vestibules, porches and steps 


Floods of many kinds are the order of the day in most 


housekeeping departments 


They may come from open 


windows and sudden storms; they may come from broken 


pipes or from clogged plumbing 


they bring a hurry-up call for Moppy 


him for such emergencies 


and before | 


can call it 


Whatever causes them 


It is good to alert 


quits, | put all my tools 


away to keep people from falling over them, Safety First— 


means me’! 


Here the instructor 


students that safety in the placement of materials 


must 


go all out to drill into her 


equip 


ment and tools is a vital part of Moppy’s responsibility 


No mop truck 


mop pails, mops or floor machines must 


be left where they can cause an accident 
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The dictating machine 
that revolutionized the industry! 


—in actual professional use, proved 
EASIER TO USE, LOWER IN COST 


Klectronie dictation the Audograph way 
is as simple as telephoning! 


Heard what's happening today in dic- 
tating machines ? 

In hospitals and doctors’ ofhcees in city 
after city, Gray Audograph is proving 
that it does more. costs less, is easier to 
tise 

fudograph s 
d fod leading 


and it's still 


In five short years since 
introduction ut has rockete 
position in the industry 
climbing 

Audograph does more. lakes up to 
i solid hour's dictation on one papel 


thin plastic dise which can be filed per- 
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manently or can be resurfaced and 
re-used up to 50 times. Rugged, vibra 
tion-proof Audograph operates serenely 
anywhere—even in your car! Versatile 
Audograph records patient interviews 
telephone conversations. clinical notes 
and consultation reports—saves you hours 
of paper work each week. 

Audograph is easier to use. Designed 
specialists. Audograph 
turntables, re 


by electronic 
eliminated belt- bulk 


evlinders and ovinds artis 


volving 


Audograph 
story today 


Audograph costs less. lower in first 
cost, lower in) maintenance cost than 
any other leading dictating machine 
\udograph will weleome the opportunity 
to show you important savings in money 
as well as time, in your office, in your 
practice, 

Youll want the full) story on this 
standout dietation instrument. Clip and 
mail the coupon today for the eyve-open 
ing facts. No obligation of course 





f a charity 
cou;rs he 
not charity when one 
knowledge ki 
takes tO pive 
lo so properly 


is a matter Oo | 


There when 


iblic pe licy, it was tele 
ional injustice was pre 

veneral depletion of chart 
ble funds. He 


hold that publi 


wever. courts Currently 
policy is berter served 
liscouraye | by 


liable 


evidence of the 


when carele S $s 1s 


holding cl institutions 


ot r 


(ren ir¢ 


hospital administration can 


not logically ask the hospital to bear 


its own risk. The threat of very large 


financial lo is well as the substantial 
legal 
necessary for the 


seek 


the mal} ractice risk 


expense of lefense makes it 
hospital idministra 
d of meeting 


tion to inother meth« 


CAN TRY SELF-INSURANCE 
Another 


in meet the mal practice 


This 


in which the hospit 
| 


riSkK 1S 


way 


tempt self-insurance should not 
be confused with the concept of merely 
bearing the risk, for self-insurance tn 


volves definite preparation to meet the 
losses and expenses arising from mal 
pl ictice claims by scettiny aside certain 
hospital funds as reserves There are 
several methods of establishing a self 
fund. One is to 


insurance have the 


hospital annually appropriate in 
amount equal to the premiums charged 
by a private carrier Another is t 
study loss experience and expense in 
establish an equitable 


A third 
perma 


in atcempt to 
basis for accumulating a fund 
system would be to acquire a 
nent fund with sufficient interest earn 
losses not too 


difficulty of 


ings tO meet annual 


practical a method if the 


obtaining funds is considered 

In the operation of a self-insurance 
plan it is imperative that certain basic 
principles should not be sacrificed in 
the interest of making a transient sav 


ing. Creation of reserves for norma! 


losses 1s imperative SO 1S a predeter 


extraordinary 


mined arrangement for 


payments to meet unusual losses. Later 


in this discussion, the attitude of the 


imsurance Companies toward mectinyg 


only the catastrophe loss will be de 


scribed. It is sufficient to point out 


140 


here that, becau of the tremendous 


expense of litigation in malpractice 


ises, plus the traditionally large judg 
ments, insurance Carricrs are not 
inxious to accept the extraordinary risk 


Also the 


of course 


self-insurance 


de ade quate le v il 


plan 


only 


must prov 


detense. If the interests of the hospital 


» be properly protected, either by 


il talent, which is expensive 


donations” of talent from inter 


ested lawyers in the Community, every 


claim must be investigated immedi 


ately and settlement achieved without 


le lay sO as not t increase the he spital’s 


loss 
Che most prevalent method of meet 
ing the malpractice risk is to transfer 


The 


policy of carrying insurance is a matter 


rtoa private msurance ce mpany 


of commercial pru lence, for the insur 


ince carrier can readily pay the large 


claim. In addition, the legal and claim 


services Of an insurance company are 


expert and shift the burden of these 


difficult duties to more 1 


efficient and 
economical organizations. By employ 
ing an insurance company, the hospital 
removes the uncertainty of loss, thus 
lowing the hospital to estimate and 
financial outlay along pre 


The 


hospital 


control 


scribed lines advantage to a 


charitable of knowing the 


cost’ of malpractice in advance can 


not be overe mphasized 


There is a tendency to object to the 


cost of insurance, owing partly to the 


tact that malpractice losses of particu 
lar hospitals have often been low com 


pared with the charge for insuring 


them. Boards and administrators have 


attempted to decrease insurance Costs 


where this has been true, but their ef 


torts are met with the argument that 


the possibility of potential loss is so 


yreat that imsurance companies are re 


luctant to consider previously good 


Furthermore, 


must distribute 


experience too favorably 
the imsurance carrier 


the uneven and uncertain losses of a 
large number of risks in an equitable 
manner. The suggestion that hospitals 
group together and form a reciprocal 
organization to meet the malpractice 
risk has frequently been advanced. In 
a report of its Committee on insurane 
dated 1949, the Hos 


pital Association indicated its p ssibl 


June American 


encouragement of this appr 
} 


the insurance industry met 


Inderwriters re 


Bureau of 
sp nded by publis} 
liability 


the thi 


INnYvs 


to this challenge 


ing a hospital professi nal 
manual which incorporated 


which the association sought 
In spite of this recent development 


talk 


recipre ( 


there is still ibout group self-in 


surance on i basis iS in 
alternative to msurf 


ince A 


me thods ot 


private company 


comparison of these two 
meeting the malpractice 
risk shows the reciprocal plan to have 
disadvantages. The 


large 


certain definite 


group fund may not be enough 
to pay for losses arising in cases of ex 
tremely large claims. There are certain 
inherent difficulties in establishing and 
fund 

Same areca 


in investing funds, and 


administering such a rivalry 


dith 


among hospitals in the 
culty inexpert 


( laim adjusting 


MERITS OF RECIPROCAL PLAN 
It 1s 


group hospital self-insurance fund has 


obvious that community 


limited opportunity for sel 


ing risks and none 


only a 
spre 


over a large territory. In the very 


community this latter argument 


versed, for many hospitals in 


metropolitan area tend to approach, if 


not exceed { 


in variety, the risks assume 


by the insurance companies. Perhaps 


as applied to 


would have an ad 


the reciprocal scheme 


such a community 


vantage over the private insurance 


company writing a limited volume tn 


that legal decisions and « pinions we uld 


1 


tend to be ipproximately uniform It 


is also possible that 
ince coveriny in 
of the total groups 
chased tO overcome 
ion CO a FeCIpProc il 

loss ¢ 


| 


LOSSES added toy 


meet the holocaust 


many averape 


An evaluation of the various meth 


ods of meeting the malpractice risk in 


licates that 


hospitals are still better 


advised to transfer the risk to an insur 


ance Cf mpany than to attempt to meet 


it themselves. An insurance company 
is, however, reluctant t accept the mal 


practice risk without the assurance tha 


it will receive a premium which will 
allow it to pay expected losses and costs 


of administration, and receive a rea 


sonable pr ft 
Inasmuch as hospitals have 


jected to the same economic 
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Reduce the threat of disaster, too, 


with Chamberlin Security Screens 


You reduce the threat of disaster. 
No no bars to trap patients in 
case of fire. No 
locks to hinder TOeSctle 
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patient removal from outside in emer 
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You reduce glass breakage. Inside 
mounting of Chamberlin Security 


Screens reduces window-elass breakage 


tlass replacement, patient injury 
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You eliminate insect screen costs. 
Close high-tensile-strength wire 
of Chamberlin Screens takes 
withstands 


woven 
Security 
insect 
Admits ample light and air, 


place ol screcning 


usual abuse 
Over the 
than 
Yet 
savings and services other hospital ad 
ministrators day 
Let our Hospital Advisory Sery 
full details. Write today. 


years, these savings will 


original screen 


few of the 


more offset) your 


Costs they're only a 


receive every (sce 


right 
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Detention 
creens provide mar 
detention and pro 
tection 
frames 
tensile ! 
oth suspended by con 
cealed springs to absorb 
hock 
both 


imberlin 


mur 
Their heavy steel 
wired with high 
Strength wire 


reduce injury to 


patient and screen 
Chamberlin Protection 
ind Safety Screens pro 
de suitable and eco 
omical protection for 


olent) patients 
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QUICK NOTES 


on savings and services 
provided by 
Chamberlin Security Screens 


In the last fourteen years, Ove! 
80,000 Chamberlin Security Screens 
have provided these and additional 
savings and services to hundreds of 
hospitals in almost every state ol 
the U.S. 


countries, 


and in numerous forcign 


Chamberlin Security Screens re- 
duce maintenance time, effect 
material savings: Replace heavy 
bars and guards, Replace insect 
screens. Stop glass breakage and 
damage to window frames and sash 
Reduce painting requirements. Re 
duce grounds maintenance work by 


keeping litter in rooms. 


They reduce cost of medical care 
for physical injury: Prevent sell 
damage and attacks on attendants 
broke 1 cold 


drafts suicic 


with glass. Prevent 


inducing Prevent 
attempts by hanging from window 
Prevent 


bars. 


muntins, grilles, 


receipt of dangerous pass in Objects 


They provide more cheerful at- 
mosphere. Supplant depressing 
jail-like bars and grilles. Make room 
interior more homelike; keep build 


Admit 


ample light and summer air, 


ing’s exterior uncluttered. 


Chamberlin Security Screens sup- 
plement supervision. Special Cham 
locking device tam 


berlin resists 


pering and plugging attempts 


Clos« 


wire 


woven, high-tensile-strength 


mesh foils usual picking and 
s 


Smooth 


cCOTNnCTS 


prying frame edges and 


rounded preclude — acci 


dental or intentional self-damage 
Screens can be provided with emen 
gency release permitting instant pa 
tient removal by ope ration of lock 


from outside, 


Modern institutions turn to —— 
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recent years that hotels and simular 
businesses have encountered, they have 
been handling more and more patients 
Ihe natural result is an increase in ex 


posure No 


increased hazare 


insurance carrier will tace 
{ without a ce rrespond 
ing imcrease in rates The plan ad 
vanced several years ago, tor hospitals 
im certain Communities to group thei 
needs colle 


malpr iIcTice insurance 


tively and negotiate with a large insur 
ince carrier for complete coverage does 
nor ippe if pf ictical iS method of re 


msurance 


lucing cost Any company 


j 


properly compensated = in 


must be 


New 
ARNCO 


CEILING TYPE 


CURTAIN 
CUBICLE 


EXCLUSIVE ARNCO ALUMINUM 
TRACK MAY BE FLUSH OR 
SURFACE MOUNTED WITH EITHER 
PLASTER OR ACOUSTIC CEILING 


A.R.NELSON CO., IN 
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plan of insurance like this, where the 
cost of coverage would have to be at 
least the sum of all of its parts 

liability 


manual National 


Bureau of Casualty Underwriters pro 


The hospital professional 


published by the 


vides rules and rates for writing pro 


fessional liability coverage. From _ the 


standpoint of both rates and rules this 


new manual confirms the previous at 
titude of the insurance Companies to 
ward the cost of writing malpractice 
insurance and the scope of coverage 
At this point it is appropriate to con 


sider the various factors that govern 


A boon to hospitals! Completely 


unobtrusive ... does not conflict 
with lighting or wall fixtures... 
eliminates interference with doors 
or windows. Specially designed 
curtains provide adequate ventila- 
tion along with privacy. 
Specifically designed for the 
constant, rugged service required 
of hospital cubicle equipment. 
Carrier has plastic wheels on zinc 
die cast axle. . . bead chain for flexi- 
rust-proof curtain hook. 
neat-look- 


bility .. 
Smooth-performing ... 


ing... durable. 


Write for details. 


210 E. 40th STREET 
e NEW YORK 16,N.Y. 


i hospital malpractice insurance rate 


Underwriting “judgment” regarding 
what rates should be and interpretive 
analysis of statistical data determine 
the rates. Large insurance underwriters 
are able to be scientific in their pursuit 
of an equitable rate. However, there 
are other difficulties which complicate 
the problem of finding a’ fair” prem 
ium, such as insufficient spread of risk, 
lack of information relative to similar 
risks, and deferred claims which slow 
the maturity of loss experience. All 
companies, however, have a fairly com 
parable basis for premium charges 
Charges are made on the basis of beds, 
on a full-pay or part-pay basis, with 
consideration given to the number of 
bassinets. The professional staff, as 
divided into various specialists, dentists, 
licensed interns, laboratory technicians, 
types of nurses, and training facilities, 
is considered, and appropriate charges 
are rendered. Extra charges for x-ray 
equipment, radium, pharmacy services, 
and outpatient clinic visits are used to 
compute premiums. For purposes of 
all rating procedures, previous loss ex 
perience and reserves set aside to meet 
pending claims are given special at 
rention 

In answer to frequent complaints of 
hospital administrators that rates for 
hospital malpractice insurance are un 
necessarily high, an examination of 
average loss ratios for metropolitan 
areas show them to be in the neighbor 
hood of 60 per cent—a ratio absolutely 
not conducive to sound underwriting 
Because of this poor loss ratio and be 
cause the conditions of legal liability 
are in a greater state of flux owing to 
ever increasing judgments, insurance 
companies are reluctant to cover the 
hospital malpractice risk 


Many large and reputable American 
companies will not even consider un 
malpractice lia 


derwriting hospital 


while 


insurance at any price 


bility 
those that do underwrite the 
insist that they be properly compen 


sated. The underwriters at Lloyd's of 


hazard 


London—an insurance market where 
there is usually some hope of placing 
difficult risks—share the American 
market's desire 
mensurate with the cost of handling 
malpractice Neither the 


Lloyd's underwriters nor American un 


for high rates com 


claims 


derwriters give favorable consideration 
fro any scheme of excess or partial in 
surance. As was pointed out, the insur 


ance wants to control all 


claims and adjustments, regardless ot 


company 
and this 


its participation in the risk 
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NEW cRrUuTCH SOCKET 
permits universal adjustment 
... with positive locking by a 


single handle 


MANUFACTURERS OF A COM- 
PLETE LINE OF PHYSICIANS’ 
AND HOSPITAL EQUIPMENT 
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HAMPTON OBSTETRICAL 
>» TABLE 





Features speedy, 
simple and positive 
HEAD-END controls 


HERE'S HOW: THE SHAMPAINE HAMPTON HELPS YOU: 


@ From labor. position to delivery position at the quick turn of a 
single wheel, A 


@ Leg section can be partially extended to serve as a shelf. 


@ Rotation feature of top without moving the base permits 
“close-up” work. 


Streamlined design permits easy draping. 


Easy to clean because working parts are completely concealed 
and side and front panels are stainless steel. 


SSeS SSS SSBB eeeeeneae 
Write For Complete Information 


SHAMPAINE COMPANY, DEPT. MH 4 
1920 South Jefferson Avenue 
St. Louis 4, Missouri 


Please send me complete information on the Shampaine 
Hampton Obstetrical Table. 


My dealer is 





of exce 
ix perience 


retrospective I 


premium discount plans applicable 


M pital malpr Ic TICé Ih 
ire vatlable 


tiny 


bility insur 
ippropr 


for the 


schemes of 


experienc 


rance handl 


company to 


n which it 1s involved 


What 


1 hospital 


alternative is there then, for 


idministrator whe 
tempting keep his operat 
lown while he recognizes the 

pital malpractice insurance 


if it ton 


swer seems to reside in Cooperation be 


tween the hospitals and the insurance 


companies. An exchange of informa 


tion berween the two parties with an 


irtempt of each to understand the 


problems of the other has already be 


I 
yun with che 


conferences between the 
American Hospital Association and the 
National Bureau of Casualty 


This cooperation can be trans- 


Under 
writers 
lated to the relationships of the indi 
vidual hospital with its particular in 
surance company through the hospital's 
insurance agent. He should know the 
problems of both parties and his ex 
perience should enable him to bring 


them together on an equitable basis 


The 


should work with the hospital to main 


competent Insurance ivent 
fain a safety program which has as its 
objective the reduction of malpractice 


With 


mnsurance 


better experience the 


T he 


insurance 


claims 
cost of will decline 


agent can work with the 


company further to scrutinize the rate 


of insurance. He can use what influ 
ence he has to audit the opinion of the 
underwriter with the hope of familiar 
izing the insurance Company with the 
operations of the hospital. If this pro 
gram 1s ettectively accomplished, the 
hospital will enjoy the security of com 
pletely transferring its malpractice risk 


at reasonable Cost 


Hawkins—‘“’The Insurance Industry Is in the Squeeze” 


Companies have requested or need but 


situa 


it least enough to improve the 


tion. Amazingly, however, the very 
groups that have benefited most from 
he companies’ iccomplishments ire 
protesting ene rgetically in some states 
and especially 


I would like the public 


hospital pe ple to decide whether the 
problems of our industry are products 
of mismanagement within or of devel 
opments on the outside which were 
completely be yond our; control but are 
informed 


within the control of an 


ind arouse d public 


GOVERNMENT WANTS PROOF 
When 


ness it 


ot the 


vovernment regulate ya bust 


demands mathematical proot 


need tor price increases betore 


its approval is forthcoming, and it 


takes al 


quently 


minimum of a year, and fre 
msurance statistics 


What 


Companic Ss did 


more, tor 


to catch up with conditions 


the casualty imsurance 


not and could not foresee were events 


calculations of 


You 


economists everywhere 


that were Co apset the 
the nation’s soundest economists 
will recall that 
expected al business recession back inl 


immediately following 


the months 
World War Il. In 
of a 


form 


outline S 
take 


Then our countrys program for 


tact, the 


recession actually began {© 


vast financial aid co Europe developed 


overnight we found ourselves at wat 
Prices 


Claim 


in Korea, and inflation resulted 
skyroc keted 


tf an unprecedented level 


for everything 
COSTS TOS 


11: losses exceeded $100,000,000 


W ere 


prices of liability insurance 


From Page O05 


Continued 


other commodities 


1949 the 


out of line with 


ind services? Since com 
modities price index has increased ap 
proximately 89 per cent. For the same 
period hospital expenses have soared 
135 per cent, automobile repair costs 
auto 


cent, the price of new 


The 


settling claims has increased 150 per 


134 per 


mobiles, 136 per cent cost of 


cent for property damage and 70 per 
cent for bodily injury, and in the same 


period of time the cost of liability 


insurance itself has increased an av 


erage of 35 per cent. In other words, 


everything that attects the price of 


liability insurance has increased con 
than the 


Surely 


siderably more price of in 


surance itself no fair-minded 
persons will deny that insurance com 


hold the 


line than the great majority of 


panies have done more to 


price 
and business enter 


other industrial 


prises have 


PROFITS ARE SMALL 
abroad 


beliet 


msurance 


There is a strange 


that somehow, somewhere, 


companies have miraculously tapped 


an imexhaustable well from which 
dollars flow in endless supply and that, 


therefore is fair 


an isurance Company 
game whenever the opportunity ts pre 
sented to hand out an economic shel 
lacking. Let's look at the underwriting 


profit for a substantial number of 


years. During the 20 year period from 
1931 to 1950 the underwriting profit 
lines written by member com 


National 


Casualty Underwriters averaged LO 


on all 


panies of — the Bureau oO 


of 1 per cent. What is more, that 7/10 
of | per cent profit was before pay 
ing federal income taxes 

In a recent report of the American 
Hospital Association Committee on in 
surance, which was mailed to every 
member hospital, the following state 


The 
that 


ment was included statistical 


report also indicates claim ex 
pense, particularly for public liability 
and malpractice insurance, varies con 
siderably by areas, as it is aftected by 
state statutes and court decisions. As 
can be stated 


a whole, however, it 


trom the figures which we have s¢ 
cured that insurance rates for hospitals 
are not entirely equitable on the basis 


ot experience 


ARE RATES TOO HIGH? 

Now when they say that insurance 
rates are not equitable, | am assuming 
they mean, based on the figures they 
use, that the rates the insurance com 
panies are charging are too high and 
unfair. The figures in this report show 
public liability, $2,675,105 


$210,146 


premiums 


and losses, for a loss ra 


to of 8 per cent; and malpractice 
$1,786,015 $279,900 


premiums and 


losses: a loss ratio of 16.6 per cent 


The figures published in the A.H.A 
Probably I should 


well 


report are incorrect 


say that in truth they cannot very 


be correct because | doubt whether 


the hospitals that are having the losses 


will report them to a committee, of 


whether a hospital could furnish the 


information as to what the expense 


involved might be, or the reserves set 
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ready for use pre-cut strands in convenient lengths 


laboratory sterilized in sealed tubes 





ADVANCE IN SUTURE PROTECTION 


NEW “TELL-TALE PINK” 
leith Melero 


The ‘’Tell-Tale Pink’ Leak Detector 
unerringly points out a leaky tube by 


turning the white label or reel a bright 





“tell-tale pink.” The new storage fluid, a 
component of this superior leak detector, 


is both colorless and nonstaining. 











ETHICON SUTURE LABORATORIES INCORPORATED 


NEW BRUNSWICK N.J 


LABEL WHITE--TUBE INTACT 
LABEL PINK-TUBE IS CRACKED 





~The 
Nad “< 


et Go 

Pours Everything-f 

With 
Never a Drip 


the New 1-Quart 


POLAR 
WARE 
Beverage Server 


of heavy gauge stainless steel 


see 


There's a magic lip on this new pouring pitcher almost essential if you want to use the pitcher for 


by Polar Ware. It won't drip no matter what you ice box storage. Polar Ware seamless one-piece con- 


pour, or from what a you pour it. That means struction and heavy gauge stainless steel provide 


a glad good-bye to messy serving, an end to mop the enduring qualities you want for years of service. 


ping up dribbles. And additionally, time gained in Ask the men who call on you, or write direct for 


the faster filling of cups and glasses means time full information about this pitcher or the 2, 3 and 


saved for other work. 4 quart sizes to follow. 
A hinged cover is available if you'd like to make © To simplify reordering, you'll find the 
this all-purpose beverage serve even more prac catalog number die-stamped on every 
Ais GAA pUurpo- OV ag =) I A - ple utensil that Polar Ware makes. New York 
- ad and tos Angeles warehouses are main- 
It helps to “hold” hot coffee and iced tea; is tained for the convenience of suppliers. 


LAKE SHORE ROAD 


Po l ar Wa re C Oo. SHEBOYGAN, WISCONSIN 


Merchandise Mart—Chicago 54 *415 Lexington Ave. *123 S. Santa Fe Ave. Offices in Other Principal Cities 
Room 1100-1101 New York 17, N. Y. Los Angeles 12, Calif. *Designates office and warehouse 


tical. 
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The Only 
FLEXIBLE DRINKING TUBE 
PAPER BASED— DISPOSABLE 


— for BOTH HOT 
and COLD 
LIQUIDS 


@ UNWRAPPED ¥ 


@ INDIVIDUALLY 
WRAPPED 


INDIVIDUAL COST — the ONLY COST 


@ NO 
STERILIZING 


FULLY 
@ NO PATENTED 


BREAKAGE 


@ SAVES 
VALUABLE TIME 
of NURSES and 
ATTENDANTS 


ORDER TODAY 
from your nearest 
Distributor or directly 


from us 


FLEX-STRAW CO. 
4300 Euclid Ave. Cleveland 3, O. 
CANADIAN DISTRIBUTORS 
INGRAM & BELL Ltd. 
TORONTO 


MONTREAL e 
CALGARY 


WINNIPEG 
VANCOUVER 
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up by the insurance companies. | 
should like to present the actual fig 
ures over the same period of time, 
on approximately the same number of 
hospitals—hospitals which are mem 
bers of the American Hospital Asso 
ciation, registered by the American 
Medical Association, and approved by 
the American College of Surgeons 
Malpractice premiums, 1946 through 
1950, $1,089,110.02: losses, $1,154 
165.76; loss ratio, 106 per cent. Pub 
lic liability: premiums, $490,861.22; 
losses. $299,514.00: loss ratio, 61 per 
cent. The combined loss ratio ts in 
excess of 85 per cent 

Now I do not wish to be misunder 
stood as to the objectives of the com 
mittee because I think the work that 
has been done is commendable in 
many respects, but it serves no useful 


purpose to put out misinformation 


STATE COVERAGE AFFORDED 


There is a feeling abroad in the 
hospital field that the public liability 
risks of hospitals can be covered un 
der specific malpractice policies and a 
general liability contract providing for 
injuries sustained as a result of the 
property as well as elevators, but these 
are not the only risks for which hos 
pitals are subject to loss by reason of 
negligent acts, either in maintaining 
their properties or in the care and 
treatment of patients. Most policies 
of this nature, other than complete 
specifically 


comprehensive coverage, 


set forth in the insuring clause the 
coverage afforded and in order for the 
coverage to be provided, the injuries 
sustained must come under the pro 
visions as set forth in those policies 
or the insurance is of no value 

Any information to the contrary 1s 
not well founded, and in this day and 
age there can be no question that hos 
pitals should avail themselves of the 
broadest public liability policies ob 
tainable, which provide coverage for 
all the operations of the corporation 
whether the insurance is purchased in 
stock COMPAaNnies, mutuals of recipro 
cals. This is not an easy problem to 
solve, but neither is an effective pro 
gram. However, for those who must 
deal not only with employes but with 
helpless patients, and the ever chang 
ing visitor problem, it is a task that 
must be accepted, and until such time 
as the hospitals themselves clean their 
own houses, eliminate hazards and 
educate their employes, no one is go 
ing to be able to solve the problem 


tor them 


Praditionally, a hospital is a haven 
of mercy—a place where the sick are 
healed and the tortured are soothed 
unavoidably 


But pain and 


Yet pain and death are 
present in any hospital 
death through accidents as a result of 
negligence have no place. there. Still, 
one of every three hospitals does not 
have properly flame-proofed hangings 
One out of every three hospitals does 
not have good housekeeping, and four 
out of five hospitals do not store their 
Hammables safely. Thirty per cent of 
all claims from hospital patients are 
due to treatment defects. The com 
monest of these are the treatments and 
errors in transfusion, anesthesia and 
dosage. Probably 10 per cent of the 
claims are from burns. The majority 
of these are from hot water bortles 
Every hospital uses oxygen as a life 
giving, life-saving gas, but all too often 
it becomes an instrument of death 

A grandmother visited a hospital 
and brought a birthday cake to a young 
polio victim in an oxygen tent. She 
lic one of the candles, and the tent 
caught fire. Two people died 

Another patient in an oxygen tent 
yearned for a cigaret. His young wife 
waited until the nurse left the room, 
and she lit a cigaret for him. One 
person died; two were horribly burned 

Falls resulting from unsafe floor 
conditions also come in for their share 
of the insurance costs 

Hospital people who pass judgment 
on insurance companies and publicly 
seek reductions in insurance rates 
should first ask themselves these ques 
tions: Do | maintain a safe institu- 
tion and insist that the rules of safety 
be followed? Are the insurance com 
panies subject to the same pressure 
of inflation as my business? Have the 
claims been morally and legally hon- 
est?) Have I stood firmly for fair jury 
awards in injury cases and as firmly 
against excessive awards in such cases? 


Are insurance costs and 


company 
prices in line with my own, consider- 
ing current conditions and not the 
conditions of 10 or 20 years ago? 


Have 


mnsurance 


| opposed socialization of the 
industry as forthrightly as 
1 would oppose socialization of my 
own business, remembering that when 
socialism gets its foot in the door of 
one important branch of the free en 
terprise system, it would soon be in 
the door altogether? 

When all our judges can honestly 
answer these questions affirmatively, 
we will have less to worry about with 


respect to the cost of insurance 
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UNCONDITIONALLY GUARANTEED 


HOSPITAL SHEETING 


by 


<So ~_ oF 

‘S Guaranteed by» 

Good Housekeeping 
L745 anyearist aes 








“WONTARE HEAVYWEIGHT 
VINYLITE SHEETING 


No. 814 (Won't Tear), the most durable type 
of unsupported heavyweight Vinylite sheet- 
ing. Highly resistant to moisture absorption. 
Soft and flexible. Won't crack or stick whether 
wet or dry. Guaranteed flameproof. Will 
stand sterilization and every other test of Fed- 
eral specifications ZZ-311A. Maroon .. . 015 
thickness. 36”, 45” and 54” widths. 25 yd. 
rolls. 


N 15 Same as above in .010 thickness 


» vd. rolls 











TOP QUALITY at a LOW PRICE! 
ALL RUBBER 
(Non Fabric) SHEETING 


This non-fabric all-rubber sheeting is com- 
pletely waterproof, odorless, and _boilable. 
It resists perspiration, alcohol, urine and 
blood; stays smooth and pliable in hot and 
cold temperatures; will not crack or peel. 
Can be sterilized. 


Ne 06 Two-ply 36 width 016 thickness 


white maroon white/flesh, flesh/blue 





mouth 
erfect 


DOUBLE FLEECE FLANNELETTE 


W aterproofed sheeting, soft and absorbent, napped on both 
outer surfaces. Has inner layer of natural rubber. Used 
in baby's erib or adult hospital bed. directly over mat- 


tress. No other pad or sheeting necessary. 


No. 105 36” width. White only. 12 or 25 vd. rolls. 


RUBBERIZED heavy weight COATED SHEETING 


Guaranteed to conform to Federal Specification Z7Z-S-3lla and all the 
requirements of CSTS-355la as issued by the National Bureau of 
standards. A calendered and vulcanized sheeting for general hos- 
pital use. Resists blood, alcohol, urine, perspiration, glycerine, medi- 
cations. Can be sterilized many times. 


ouble Coated 36 4 4” widths O16 thickness yd. rolls 


— Venglité SHEETING 


A light-weight sheeting for nursery, non-allergic covering and many 
other uses as a substitute for fabrics. This exclusive Plymouth Perfect 
sheeting is long-wearing and highly resistant to moisture absorption. 
Saves laundering. Light but durable — it won't crack or stick — wet 
or dry. 

004 thickness clear or apaque 


4 widths 


008 thicknes 





PLYMOUTH RUBBER COMPANY, INC. 


Vol 


THE LARGEST RUBBERIZERS OF CLOTH IN THE WORLD 


Canton, Massachusetts 


80, No. 4, April 1953 
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tablished to provide opportu 
professional consultation with a 
on medical care of the patient, as well 


is administrative contact with the ad 


ministrator 
Che department head, as an employe 


ospital no a doctor. cannot 


Ralph Waldo Emerson, bliga the hospital, or himself by 


uming responsibility for medical 


on skill eee care. When the doctor is available, at 


uned to idministt tive considerations 


imposed on the department head, and 


rroOL? cooperative, few troubles arise. Burt 
Skill to do 4 : 


when the doctor is unavailable, or u 


Cooperative or disposed to work al 


COMmeS Cross purposes with the hospital id 


ministration, the department head 


placed in an unenviable position 


of doing”’ ws eek chien 1 


pal 
lefined or ad late rec 


the medical o » the admunistrative 


Through the years, 
DEPARTMENT HEADS CONFUSED 


fund-raising and public Where supervision of ae partments 


} j 


by the administrator and the 


relations efforts 


idministrator, Confusion arises 


departments ire being 


planned and led by as which 


supervised by which position, if ac all 


Cumerford personnel Under these circumstances, neither the 

; idministrator, nor the assistant admin 
have won a reputation istrator, nor the department head seems 
ible to describe confidently the rela 


for thoroughness and 


cionship of authority and responsibility 


that does exist. The department head 


success. You can place 


may feel that he ts free to elect which 
your complete confidence cVcr SUPCTIOT might be most tavorably 
: disposed toward him, and to change 
in Cumerford counsel. the election from time to time. This 
treedom of election might nor suit the 
best interests of the hospital 

In addition, from the point of view 
of the department head, the job can 
be i ie nely one and one calculated to 
increase any feelings of personal in 
security, when the department head 
either lacks guidance altogether or feels 
uncertain about whom he must pleas 
uncertain about whom he may appeal 
to when orders and pressures from 
many sources contlict, and essentially 


uncertau { 1 to his own status 
with management. Department heads 
912 BALTIMORE AVENUE venerally, look above their own office 
KANSAS CITY, MISSOURI tor guidance on major policy matters 


ind seek support in the knowledge that 


they may have access to the adminis 
trator or his designated deputy when 
guidance is needed 

Changes of hospital organization 
create another situation in which anxt- 
eties arise. A new position at the de 
partment head level may cause others 
of similar rank to take a defensive 
position lest their prerogatives be 
threatened While many examples 
exist, a new position that might cause 
concern on the part of all department 
heads is that of personne! director 

This is not an argument against 
hiring personnel directors. It is an il 
lustration of a position that might ap 
pear to « verlap even to compet with 
| 


the long established duties of — line 


ervision that are sometimes eal 


guarded. Orientation for people 
ready employed, as well as f 

new employe, is part of the tssue, bu 
in the context of organization, people 
should kno in advance about the 
organization changes that are 

made and the effect that these cl 

may have « lif Own positions, Ad 
Vance Novice im Ce ntribute ro the 
bolstering of group morale during 
times of organization change. Hosp: 
tals Communicate many items of im 


portance to department heads and em 


ployes. Among these items, notice and 
idequate explanation of organization 
change should receive a high priority 

In this commentary, relatively littl 
emphasis has been placed on what 


might be called “good organization” o1 
principles of organization” tor hos 
pitals. Even the most elaborate and 
most technical principles of organiza 
tion serve only as rough guides and 
serve only as a basis aising some 
of the questions that ha been raised 
in this article 

In pursuing organization analysis 
overemphasis on the mechanics and 
channels of formal organization may 
block or delay communication and 
coordination among hospital employes 
people in the he spital will necessarily 
develop their own patterns of working 
relationships in order to get we rk done 
ind the formal organization may have 
to be modified to achieve maximum 


coordination of effort in the hospital 
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An open and shut case 
faucets 


for Crane Dial-ese 


Surgeon’s Wash-up Sink—one of the many 
types of specialized Crane hospital fixtures 
in new Flow Memorial Hospital, Denton, Texas. 
It resists hard weer, hard knocks, acids, 
thermal shock. Equipped with gooseneck 
spout and knee-action Dial-ese controls. 


You’re ahead three ways when your hospital 
plumbing fixtures are equipped with Crane Dial-ese 
controls. 

1. You save on water bills 

2. You save maintenance time 

3. You reduce upkeep costs 


Dial-ese works on an entirely new principle, is one 
of the most important plumbing developments in 
years. Instead of closing against the flow of water, 
Dial-ese closes with it. Force of water actually aids 
in closing valve—continuous pressure helps hold 
it closed. No dripping! No needless waste to run 


up water bills and water heating costs. 


Dial-ese resists corrosion and lime deposits, too 
—keeps working at top efficiency with minimum 
need for service. And when maintenance does be- 
come necessary, there’s no need for lengthy shut- 
downs, no tedious repairs. Instead ot removing 
and replacing individual parts, the maintenance 
man does the whole job with a simple interchange- 


able “cartridge.” This one unit contains all work- 


ing parts. Can be slipped out of the taucet and 
replaced in seconds. 

Dial-ese is standard with all new Crane special- 
ized hospital fixtures, or can be fitted to equipment 
you already have. Get full facts from your Crane 
Hospital Catalog—or from your Crane Branch, 


Crane Wholesaler or Plumbing Contractor. 


Flow Memorial Hospital, Denton, Texas — designed by 
architect Bennett Crittenden, is Crane-equipped throughout. 
General contractor—Carpenter Bros., Dallas; Plumbing con- 
tractor—Baily Meissner, Wichita Falls. 


GENERAL OFFICES 6836 SOUTH MICHIGAN AVE., CHICAGO 5 
VALVES + FITTINGS © PIPE 
we PLUMBING AND HEATING 
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When you own a Carrier Icemaker, that’s all your ice costs. 
15 cents for water and electricity* make about $1 

worth of ice. Besides, there’s no loss from meltage... 

or from bad “guessing” of your needs. 


Put it in a 2 x 2 ft. space right where you use ice, 
and watch those ice bills drop... by as much as 85%! 
You'll save the profit you’re now paying the iceman. 


Look at it this way. You’re paying for a Carrier lcemaker 
now. So why not own one? * at average utility rate 


CHECK THESE CARRIER FEATURES AGAINST OTHER 
ICEMAKING MACHINES BEFORE YOU BUY: 


factory built-in crusher provides three grades of crushed ice — PLUS CUBES 
choice of three standard storage bins—100, 160, 240 Ibs. capacity 


fits in space just 2 ft. square 


two capacities available—up to 200 Ibs. and up to 450 Ibs. a day 


backed by famous Carrier engineering 


HOW MUCH ICE DO YOU USE A DAY? 


if it's 200 Ibs. or less, the Carrier CUB (left) is for 
you. Larger model makes up to 450 Ibs. a day 
Factory built-in crushers give fine, medium, coarse 
grades with a flick of a switch 

Your Carrier dealer can give you some interest 
ing facts on just how much your Carrier Icemaker 
will save how quickly you can pay for it out 
of these savings. Call him today. He's listed in 
your Classified Telephone Directory 


Aur Cou Lif iou tut Ne rignnaliay ududtual, Laud 
. d { d a 


Osteopaths and the 
Hospital System 


ntinued From Page 


men in as professors in the schools of 
osteopathy, the situation will correct 
itself in a few years, he indicated 

As it has turned out, however, the 
Judicial Council of the A.M.A., acting 
on a recommendation of Past President 
John W. Cline that the application of 
the principles of medical ethics to 
physicians’ relationships with osteo 
paths be reviewed, declined to con 
sider any change in the traditional 
A.M.A. position on the subject. “In 
the absence of a directive from the 
house of delegates,’ the council said 
in its latest official report, “and = in 
the absence of any alternative state 
ment from the osteopaths themselves 
that they no longer adhere to thei 
original cult theories, the Judicial 
Council reasserts its opinion that all 
voluntary associations with osteopaths 
are unethical 

Since this report was rendered, the 
board of trustees of the A.M.A. has ap 
pointed a special committee tor the 
study of relations between osteopathy 
and medicine. The committee has 
issued a questionnaire on osteopathy 
to secretaries of state and territorial 
medical societies and others, seeking 
information on licensure, practice, edu 
cation, hospital affiliation and public 
relations of osteopaths. Among other 
Opinions sought, the que stionnaire asks 
whether over-all care of illness would 
be improved, lowered or remain the 
same “if doctors of medicine were to 
participate freely in undergraduate and 
postgraduate education of doctors of 
osteopathy,” and “if ethical restrictions 
of voluntary associations with doctors 
of osteopathy were removed It is 
hoped the answers may help determine 
what hospitals and their associations 
can do to resolve the situation which 


finds many hospitals today squeezed 


between legal and voluntary authori 
ties 

Nobody questions the need for the 
highest type of medical standards in 
all hospitals and the constant desire 
to strive for that end, but some con 
sideration must be given by profes 
sional associations to these hospitals 
now shackled by law. Unless it is 
faced by the national associations, this 
situation could easily become a threat 


to hospital standards everywhere 
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“See us at the Convention, Booth 173, Navy Pier, Chicago.”’ 


THURMADUKE 


THE WATERLESS FOOD WARMER 


. 
. 
s 
\ 


are the imitations\really as good? 
ae ween 


Science recently produced an imitation diamond 

equal in all respects to the natural stone. Yet the diamond 
market remained undisturbed. Why? Because this 
achievement, while a scientific success was an economic 
flop. The imitation diamond cost many times more 


than the natural stone! 


Repeated over and over again, this example is the 
history of imitations. In order to stay competitive in price, 
something must be left out, corners must be cut 


to reduce costs. 


That's why it pays to investigate thoroughly when you 
are told that an imitation is just as good as Thurmaduke 
or the same as Thurmaduke. 


Call your local Thurmaduke Deale 
There are many sound reasons why more Thurmaduke goer aie egy 


Waterless Food Warmers are sold than all other 
makes combined ...and your Thurmaduke Dealer will 


be glad to show and explain them. 


write us for new illustrated Catalog MH-4 


DUKE MANUFACTURING CO., ST. LOUIS 6, MO. 
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Grace T. Crafts Receives Wisconsin Award 
Utah Hospitals Exempt From State Labor Relations Law .. . 
Defends Fordham Against Race Bias Charges . 


Buzz Sessions Conclude One-Day Meeting of 
Wisconsin Hospital Association 


MILWAUKEE More han four 


hundred idmuinistrators 
, 
{ members 


IC} irtment 
head ist in 
men 

W isconsin 
February 


eftiective 


mecectiny Cre 
A ssc ciation 


for more 


here 
L\dgminis 
tron was the veneral theme 
mecting 


Prot 


Linecriny 


Gerald Clark 
lepartment, Wayne | 


sity, Derront ) the 


niver 
meeting with 
discussion Application — ot 
Methods Enyvineering cs) Hye ypital Ad 
ministration Methods engineering 
Protessor Clark said 


ment use 


he Ips Miinape 


| 


human and mechanical re 


sources more efficiently. Administrative 


studies through methods enyineering 


can often show how to make better 


use of present equipment and hence 
save the expense of buying new equip 
Professor Clark emphasized th 


ssful 


ment 


fact that succe methods engineer 


ing requires close cooperation with 


if ill levels ble 
hosput ils regularly 
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iM spital workers 


pointed out that 


' 
waste much of their intelligent 
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ibilicie 


personne 


ther 


MUST KNOW ALL COSTS 


In discussing the rdministrators 


responsibility controlling — costs 


George Buybee said that the idmin 


istrator and the front office executives 


too often do not know enough about 
what every job in 


worker IS dons He 


kin wle dye 


the hospital requires 


ind what every 
declared that complete 
essential if we are to control 


COSTS Mr 


of having 


Buybee stres 


every staff do 


the cost problem. He that when 


CtOrs once micion 


ic iS much easier 


reducing COSTS 
Lhe methods Chnyinect 
inalysis work being done 


152 


Detrou Wis liscussed by 


Hospita 
Marion Wright 


f the hospital 


idministratot 
{1 that betore 


Continue ISS 


Academy Drops 464 
G.P.’s Who Neglected 
Graduate Studies 


St’. LOUIS Failure to fulfill 


yraduate study requirements Cost 


mm mbe rship in 


General Pra 


physicians their 
American Academy otf 
tice, Mac F. ¢ 
of the 


! ® ¢ 
ahal, executive secretary 


icademy aid at the annual 


meeting here last mont rrent 


membership in the academy exceeds 
16.000, it was reported 
members 


I he le idemy requires its 


hours of postgt iduate 


Robins 


MAapOrity 


to complete ) 
St idy i yeul Lr R B 


explained The great 


presi 
dent 
of members are more than keey ing up 


vraduate educa 


with cher ton 
Dr. Robins said The entire p 
of the 


of general 


px st 
rp we 
{ | 


iademy was to raise standards 


pl ICTICE 
Explaining the academy s action 
dropping 464 members last year 
Murland Rigby. ch 


lentials 


urman of the me 


bership and cre commiusst 


said) practitioners must 


stantly t keep ibreast of 


SC ICCC 


{ded 
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ments in medical 


ily doctor, he a required 


know considerably more 
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usand 


general practitioners 
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Arizona Elects Joseph Coppa 


Dr. Kogel 


. Hueston Heads Chicago Council 


Arizona Association Picks 
Joseph Coppa for President 


ARIZ Coppa 
Mohave General 


PHOENIX Joseph 


superintendent = of 


Kingman 


ident of the 


Hi spital Was clecte { 


pres 
Arizona Hospital Asso 


ninth an 
] 


ation at the issociation § 


nual meeting here February 
The newly elected vice 
is Dr. Fra 
of Pima 


Tucson. G. M. Hanner 
of Good Samaritan Hospital 


Bean, s iperinte ndent 


ncis | 


County General Hospital 
idministrator 
Phoenix 
secretary-treasurer 


is the new 


Trustees appointed for three-year 


Mary I l 


intendent of St 


terms are Sistet ichar super 
Joseph's 
ind Walter 
uperintendent of y 
Yuma. ¢ 


intendent ot St 


Hospital 
Montignant 


ima General Hos 


Phoenix 


pital irroll Phelps 


I uke Ss 


appointed l 


supe I 
Hy Spit il 
Phoenix 


was trustee of 


the association, for a two-year term 
chosen as dele 


Western 
( Oppa 


Two persons were 
f the Association of 
Hospitals They are Mr 
Aubrey 


Will 


tes 
and 
Thompson, superintendent of 
ms Hospital, Williams 


CONDUCTS ONE-DAY WORKSHOP 


The opening day of the 


tion was devoted 


conven 

work 
Norby 
Hos 


Gorby 


enurely ti i 
1 by Maurice 


direct r of the 


she p a nducte 
American 
John H 


community 
Association of 


Association, and 


chairman of the hospital 
section of the Western 


Feb 


P illiam 


t1 banquet was he ld 

th Eugene ¢ 
nt of Phoenix newspapers, as 
VUCSI speaker 


Verdi: Miller, San 


representative of the 


Francisce area 
Veterans 
Administration 
= 


ldress at the 


gave the = principal 


February i4 


session 


This was followed by an open ques 


1- answer 


period under the 


Norby. The 


luncheon” followed 


annual 


this 


tell wship 
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St. Elizabeth's Hospital 
Appleton, Wisconsin 


1200 TONS 
OF COAL IN 1947 


ONLY 850 TONS 


in annual cash saving of 

better than $4,000.00. 

That's what Dunham Vari-Vac* Heating means to St. Elizabeth's 
Hospital, Appleton, Wisconsin 

Dunham patented, automatic temperature controls on high 
vacuum steam lines can lower your fuel bills, too... regardless of 
the type of building you heat. What's more, you can “zone heat” 
with Vari-Vac to meet varying conditions of exposure and occu 
pancy in your building. BULLETIN 2101-19 


You can get full cost-cutting facts and figures from Dunham tells you how Dunham Vari-Vac Differ 
ential Heating works, how it can be applied 


Sales Engineers, located in most principal cities. Call or write for 
‘ to any building to increase comfort, decrease 


your free heating survey. 'Wasishte Vasaum operating costs. Write for your free copy to 


C. A. Dunham Co., 400 West Madison St., 
Chicago 6, Ill 
Fr 4 bunKAM, 
DURA VARI-VAC HEATING (oe hints 
Cc. A. DUNHAM COMPANY « HEATING SYSTEMS AND EQUIPMENT ¢ CHICAGO * TORONTO * LONDON 
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The New 
Ster-O-Timer 


This will announce the introduc 
tion of the Smith & Underwood 
Ster-o-timer for conversion of 
ALL makes of pressure sterilizers 
to automatic operation. 


The new device has passed strin 
gent operating tests by everyday 
use in a 625 bed Detroit hospital 
for the past five (5) years. It is 
almost as easy to use cis flicking 
a light switch and is a labor-sav 
ing instrument producing as ef 
ficient sterilization as though a 
manual operator were in CON 


STANT ATTENDANCE by the 


autoclave 


Ster-O-Timer is durably built, 
easy to install and has these 
three outstanding advantages: 


1 


Unlimited and portable remote 
control—meaning it can be placed 
on the operating room supervis- 
or’s desk; in the hall where the 
night duty nurse passes fre- 
quently; on the wall outside the 
sterilizing room; in fact—any- 
where desirable in the hospital 


The second advantage is its 
adaptability to use on OLD as 
well as new autoclaves 


3 


The third advantage is that your 
autoclave can be operated manu- 
ally AT ANY TIME DESIRED—to 
do this, simply ignore’ the 
Ster-o-timer and use the regular 
valves on the autoclave as you 
did before the installation 


See your Dealer 
or write to 


SMITH & UNDERWOOD, INC. 
1847 North Main Street 
Royal Oak, Michigan 


Diack Contel 


047 NORTH Maw STREET ROYAL OAK MICHIGAN 








NEWS... 


Ralph M. Hueston Is Named New Head 
of the Chicago Hospital Council 


CHICAGO.—Ralph M. Hueston 
superintendent of Wesley Memorial 
Hospital, Chicago, since 1947, has 
succeeded Ray E. Brown as president 
of the Chicago Hospital Council. The 
council, which held its annual meet 
ing here late in February, also named 
Leslie D. Reid as the new president 
elect. Mr. Reid has been superintend 
ent of Presbyterian Hospital since 
1944 

Elmer k. Abrahamson, secretary of 
the board of Norwegian - American 
Hospital, was reelected to his third 
term as chairman of the board of 
lirectors. Wendell H. Carlson ts the 
new vice president, and the Rev 
Joseph A. George was reelected for 
. third term as secretary-treasurer. Mr 
Carlson is administrator of Engle 
wood Hospital, and the Rev. Mr 
George is head of Evangelical Hos 
pital 

Members 


year terms on the board of directors 


elected to serve three 


wert E. |. Erickson, superintendent 
of Augustana Hospital the Rev. Mr 
George; Dr. Morris H. Kreeger, exec 
utive director of Michael Reese Hos 
pital; Mr. Reid; Ernest C. Schmidt 
president of Grant Hospital, and 
Franklyn B. Snyder, president of the 
board of managers of Presbyterian 
Hospital 

\ featured speaker at the meeting 
was George K. Hendrix, chief of the 
bureau of hospitals of the Illinois 
Department of Public Health. Mr 
Hendrix urged the council to launch 
1 comprehensive study of hospital 
needs and resources in the Cook 
County area, even though the coopera 
tion of many other health agencies 
would be needed Mr Hendrix said 
that his department had received a 
tremendous number” of requests for 
idvice on projected hospital construc 
tion from civic groups within the 
county These requests were difficult 
to answer, he added, because there 
was little available information show 
ing whether or not construction was 
needed. He explained that the Iili 
nois Hospital Survey and Plan, com 
pleted in 1947, had not included 
Cook County because its problem was 
more complex and contrasted sharply 

th that faced by other areas in the 


Cate 


In discussing Mr. Hendrix's talk, 


Ray Brown suggested that the council 
representatives talk to the recently 


formed Chicago Area Fund to see if 
it would be interested in working 
with the council in forming a com- 
mission or committee to work out a 
long-term plan for hospitals in Chi- 
ago and Cook County 

In further discussion, George Hen- 
drix pointed out that the Hill-Burton 
law should be modified to look at 
more than bed needs only. He felt 
that the Hill-Burton plan should study 
service needs, such as therapeutic 
x-ray, diagnostic laboratories, blood 
banks, outpatient departments, educa- 
tional facilities, and administrative 
facilities, and that federal funds should 
be available to aid hospitals in im 
proving their service ability 

Following the announcement by 
the Rev. Mr. George that the council 
had a 1952 surplus of $5658, council 
members approved a reduction in dues 
The new rate is 5 mills per patient 
day of care rendered over the year 
compared to the previous 6 mills, with 
the minimum again set at $200 a year 
and the maximum at $1000. At the 
same time, though, patient day statis- 
tics, upon which dues are based, were 
made current 

James R. Gersonde, executive direc 
tor of the council, explained that the 
dues reduction was made possible not 
by any reduction in activity but by 
the larger share of total expenses as 
sumed by the Illinois Hospital Asso 
ciation under the coordinated program 
of the two organizations. The I.H.A 
approved a dues increase last year 
which increased its total income by 
tbout $12,000 a year 

Mr. Gersonde, who gave his annual 
report, stressed the following four 
points which have been accomplish 
ments of the council, working in co 
operation with the I.H.A. during the 
last year: (1) A mutually agreeable 
contract has been worked out between 
hospitals and the Illinois Blue Cross 


plan the work of the committee 
on fire and safety has resulted in good 
working arrangements with the inspec- 
tion bureau of the Chicago Fire De 
partment and the adoption of a 
standard fire and safety inspection 


program, (3) an agreement has been 
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dependable - complete 


time and signal equipment for 
schools « plants - public buildings - colleges 


complete clock and program systems... 


eee eee 

I 
— 

se 


Signal Control 














Stromberg time systems maintain the com- \ Stromberg time system may include the 
plete accuracy of each unit. They are timed — master control, multiple program unit, signal 
by a synchronous motor Master Unit that has — control panel, bells and buzzers, wall clocks, 
a jewelled spring power emergency reserve. double face clocks, skeleton dial clocks, tower 

clocks and time recorders. Send for literature 
Every clock on the system can be maintained — giving complete illustrations, description and 


at correct time even during a power failure. sample specifications. 





TELENURSE is the most versatile combination veloped by Cannon Electric over a 35 year 
of audio and visual nurses call system avail- period. The Doctor’s In-and-Out Register is 
able. available in a wide combination of features. 


STROMBERG-CANNON visual silent systems Send for literature completely illustrating and 
for nurse call and paging have been highly de- describing this equipment. 


Also Available: Fire Alarm Equipment, Time Recorders, Time Stamps 


For Complete Information Write 


STROMBERG TIME CORPORATION 


Subsidiary of General Time Corporation 


109 LAFAYETTE STREET GT NEW YORK 13,N. Y. 


Fine | 
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Looks like 
fi ne white porcelain 
But it’s tough 
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2 is also available in 
WB 22 NON-FADING COLORS 


including delicate Pastels and Rich 
Colorful Deep- Tones” 
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VALDURA DIVISION - AMERICAN-MARIETTA CO. - 101 E. ONTARIO ST., CHICAGO 11, ILL. 


r Just check and mail this coupon, attached to your regular business letterhead, 4 
and Valdura will be at your service! 


Please have a Valdura Representative call 

Please have a Valdura ‘Technical Expert call—no charge—to ad 
Vise on spec ial maintenance proble m 

Send specific Tech Notes on Valdura Porcelain White Enamel 
Send specific Tech Notes and color cards on a// Valdura Heavy 
Duty Maintenance Paints 


NEWS... 


reached by Lesli ind 5 
mittec with th cays W elfare 
Department regardin payment for 
Indiv } 101 ws ¢ in basis ot the 
ible COST 
Mcayo Hy s 
pital Council's plan to cooperate with 
commercial insurance carriers has 


{ 


worked { ha 


' 
successfully and 


Georgia Board Members 
Hold First Conference 

ATLANTA, GA.—A total of 74 per 
sons, including 40 trustees represent 
ny 27 hospitals and 19 hospital ad 
ministrators, attended the first annual 
conference of Hospital Governing 
Boards in Georgia here February 19 

Following registration, and = greet 
ings by R. C. Cropper, member of the 
Macon Hospital Commission, P. | 
Bramblett, member of the Spalding 
Ccunty Hospital Authority, Griffin, as 
sumed the duties of presiding officer 

The subject of the first morning 
session was “A Surplus Is Welcome 
But Hospitals Are Not Run tor Profit 
It was presented by Hampton M« 
Gibony of Minnie G. Boswell Me 
morial Hospital, Greensboro. The dis 
CUSSION leaders were M M Monroe 
of Ware County Hospital Authority 
Waycross, and H. H. Hogg of Polk 
County Hospital Authority, Cedar 
town 

W. C. Harris of Winder-Barrow 
Hospital, Winder, presented the paper 
at the second morning session, the sub 
ject being “What the Hospital Au 
thority Expects From = the Hospital 
Administrator.’ Discussion at this ses 
sion was led by Judge B. B. Heery of 
Warren A. Candler Hospital, Savan 
nah, and Dr. E. M. Townsend of Tri 
County Hospital Authority, Fort 
Oglethorpe 

Presiding at the afternoon sessions 
was Reuben Clark of Chatham Country 
Hospital Authority, Savannah. The 
subject of the first afternoon session 
was “Hospital Insurance: What Can 
Hospital Authorities Do to Improve 
the Hospital Insurance Situation in 
Georgia.” Gene Kidd, past president 
of the Georgia Hospital Association 
ind administrator of Phoebe Putney 
Memorial Hospital, Albany 


} 


| \ 
the subpyect I he 1 


iIscussioOn WHI 
lowed was led by T. L. Blalock « 


Georgia Mutual Hospitalization 


1c¢ Ww tYCTOSS Samuel Bi tier 
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As of December 15, 1052... 


We are pleased 


to announce 


ASSURED 
DELIVERIES 
on 

FOOD 
CONVEYORS 


Expansion of our production 
facilities has resulted in our being able 
to provide assured delivery on your 
orders for our popular line of food 


PE SD AS LE AOS TR a conveying equipment. Our present 
requirement. The “Diet-Master,” illustrated, is a compact 
unit for all foods. Note the rectangular and square schedule provides for 45 to 60 day 
insets, the two round wells for soups, the heated delivery on all models. 
drawers for bread and rolls. Built of stainless steel, 

all Prometheus food conveyors are rugged, provide years 

of trouble-free service. Attractive in appearance, 


easy to handle, economical in cost and operation 


Approved by Underwriter’s Laboratory. 


OPERATING LIGHTS 
See your dealer, consult STERILIZERS 


Hospital Purchasing File, 


write for catalog to FOOD CONVEYORS ‘ 
STERILIZER COMBINATIONS 


EXAMINING LIGHTS 
IMERGENCY LIGHTS 


Gene Seemmcenen 220k o@ Wenen, | 





NEWS... 


Georgia Hospital SET VICES Cor} In 
ind C. J. Anderson of the 
United Hospital Service 
Atlanta 

The paper that Dr. R. ¢ 
ot the 
Georgia Department of Public Health 


Columbus 


Association 


Williams 
Division of Hospital Service 
gave at the closing session was on 
Organizational and Operational Ex 
ot New Hospitals A Study 


of the First Two Years Operating Ex 


periences 


perience of Ten New Hospitals in 


Georgia 


If it’s lighting— 
rely on the vast 


experience of 


Kogel Defends Fordham 
on Admission Policies and 
Charges of Race Bias 

New YorK CITY Following a 
recent investigation into allegations 
of improper denial of admission of 
four infants and an adult to Fordham 
Hospital here Dr. Marcus D. Kogel, 
commissioner of hospitals, gave the 
hospital clean bill of health 


Rejecting as “slanderous” a charge 


by the Bronx River Houses Tenants 


Council of race discrimination, he 


GU : 4 ... hospital lighting consultants since 


1902... creators of the FIRST 
Shadow-Reducing Operating Fixture... 


manufacturers of America’s most complete 


FIRST GET A : 
PLAN FROM ) 

THE MAN 
WHO PLANS 


line of hospital lighting equipment. 


] From exftettence comes shell 


Call your nearby Guth Resident Engineer 
or write for Catalog 49-A-0 today. 


IGHTING 


THE EDWIN F. GUTH CO. / ST. LOUIS 3, MO. 


said he denied it “with the same re- 
vulsion that one must deny disloyalty 
homosexuality or any other vice cur 
rently enjoying public disfavor 
Welcoming the 
cusation shown by the National Asso 


interest in the ac 


Advancement of 


Colored People he said he had asked 


ciation for the 
it to establish a panel of qualified 
physicians to investigate. Walter White 
executive secretary of the association 
said it would select such a panel and 
would withhold judgment until its 
report was received 

A conference had previously been 
held with representatives of the Bronx 
units of the association, the American 
Jewish Congress, the Urban League, 
the Anti-Defamation League, and the 
Morrisania Presbyterian Church, to 
hear the views of the infants’ relatives 
They were divided on whether there 
was evidence of discrimination, the 
association re ported 

Dr. Kogel, who had studied the rec 
interviewed 


ords ot the cases and 


the hospital staff, said the decisions 


of the physicians against admitting 
the patients who later died were “in 
each case reasonable He = stated 

The coincidence arising from the 
fact that two of the infants who were 
not admitted on one day subsequently 
were admitted and died the following 
day is nothing more than a tragic 
caprice of the law of averages. It has 
no other significance. So long as medi 


cine remains an imperfect science 


failure to admit people in) whom 
rapid change for the worse 1s untore 
seeable will remain an unhappy and 
distasteful reality 

Concerning the charges brought by 


Ke ere | said 


To put it charitably, | do not re 


the tenants’ group, D1 


Tenants Council as com 


petent to pass judgment on med 


gard the 
ical 
decisions. The fact that it does so 
with such ease and then proceeds with 
equal ease to vilify Fordham Hospital 
is in itself a measure of the organiza 
tion’s integrity and character 

The department released a report 
trom the hospital showing that Ralph 
Hosmer, a 13 month old child had ne 
found to be 


suffering from tracheal laryngitis when 


temperature but was 


brought to the emergency room = on 


November 21 


medicines were administered. He was 


Penicillin and = other 


ind found 


to be suffering from bronchial pneu 


brought back the next day 
monia, of which he died four hours 
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Monet Dressing Sterilizers in the Sherman 
Hospital, Shernian, Hlinois. The two 20" x 
36” sterilizers are THERMATIEC controlled 
with a recording thermometer. These two 
and the 16” x 24” model are recessed for 
easier room cleaning and maintenance, a 
problem you never have to worry about 
with the all-Monel sterilizers 


The job is done better ina sterilizer...made 
of Monel®! 

Why Monel? 

Because Monel has the qualities so neces- 
sary to stand up under rugged operating 
conditions, day in and day out, for years 
and vears. 

Monel is strong and tough...stronger and 
tougher than structural steel. It ean with- 
stand the high operating temperatures and 
pressures and rough treatment of constant 
use. 

Monel resists corrosion. Steam, acids, al- 
kalies and the many other hospital corro- 
sives which might be spilled on its surfaces 
cannot harm Monel. It will not rust... will 





not stain. 


When you turn on the HEAT ines i lng: weintag: lee 


and put on the PRESSURE... /' ji), suri ton 


even with mild abrasives or detergents, can 





wear away Monel’s good looks. Monel steri- 





lizers are always easy to keep -spotlessly 
clean, bright. shiny and new-looking. 

No wonder the Wilmot Castle Company 
seleets Monel for their Dressing and Instru- 
ment Sterilizers. And no wonder modern 
hospitals like the Sherman Hospital in Sher- 
man, Hh. and the Kitehener Waterloo Hos- 
pital, Kitchener, Ontario, ¢ anada, specify 
equipment,..made of service-giving Monel. 

If you'd like more detailed information 
about) Wilmot Castle's coniplete line of 
Monel-equipped sterilizer models, write to 
the Wilmot - Castle ¢ ompany, Rochester, 
New York. 

Remember, however, that because Monel 
is on extended delivery, it pays to order 

Ni Sintec sinied Baiine Cediitene (2450 Monel equipment well in advance. Antici- 
and a Hi-Speed Monel Emergency teri = pating your requirements will greatly im- 


lizer (71220-EC) installed in the Kitchener ; | heli : aT 
Waterloo Hospital Ontario, Canada. Note . prove « mances of delivery in time to fi your 
their bright, sparkling appearance. Inside 
they're equally spotless and hygienically 
clean because they're made of Monel 


needs, 


The International Nickel Company, Inc. 
67 Wall Street, New York 5, N.Y 


MONEL... for better sterilizer service 
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NEWS... 


other infants, given emergency 
February 14, and taken home 
families, died the next day a 
The Ballard baby, like 


two children who died February 


Neer The Hosmer baby 


ir involved was a 29 


in who was examined in 
emergency room on December 
She was admitted to the hospital the 
following day and died there Janu 


( 


ify 


“Took! the administrator” rIeht ce 


| don’t need three hands”’ 


cried the oxygen therapist. 


for you 1 a Melco Oxygen 
hands like the Snap Lock Car 
Opy Boom and the Visi-Glow Instru 
ment Pane 
Canopy cl 


ives vou work Nii Administrator t you're con 


: | } 1 
t | 1, W Ww Ww ul . w y 
the ce } ( nN M ( Oxys n | th 


unit with the extra hand 


TANDARI ‘ DEL. IP eae Pee 

S ND ) M 

MELCO TENT 730 GRAND AVENUE RIDGEFIELD, NEW JERSEY 
’ * caine to ras Bee : 


FULLY APPROVED Pe a TR gn 


National Health Needs 
Considered by Council 


New YorK CITY The two-day 
forum on “Advancing the Nation's 
Health,’ which highlighted the Na 
tional Health Council's td annual 
meeting here March 18 to 20, had 
leaders in various health fields par 
ricipating in the program 

State and le cal health council lead 
ers, representatives of member nation 
| organizations, and representatives of 


civic, business, farm, labor and 


other 
groups attended 

In stating the purpose of the meet 
ing, Dr. Thcemas D. Dublin, executive 
director of the council, said Health 
progress of the past half-century in 
the United States has been spectacular 
Yet weaknesses exist. Many of them 
ire due to the very complexity of the 
network of professional groups, edu 
cational facilities, business interests, 
varied social and economic forces, and 
individual effort that together deter 
mine the health status of any one area 
ind of the nation as a whole 

The National Health Council, an 
association of 42 > national groups 
including the major voluntary organi 
zations and professional societies in 

health field, believes that the time 
has come when a deliberate, periodic 
effort should be made to appraise the 
entire health network. The board of 
directors therefore determined to begin 
such an appraisal at a forum to fea 
ture the council's 343d annual meeting 

Mrs. Oswald B. Lord, council presi 
dent and United States representative 
to the United Nations Commission on 
Human Rights, presided over the 
opening general session, which was a 
report of the President's Commission 
on the Health Needs of the Nation 
The session took the form of a panel 
discussion among the leaders from 
varied fields who served on it. Dt 
Paul B. Magnuson, its chairman, and 
Chester I. Barnard, its vice chairman 
and chairman of the National Science 
Foundation, outlined the Commission's 
purposes, policies, findings and recom 
mendations 


During two afternoons and 


morning, forum participants divided 


j 


fiscuss such sub 


one 


into five groups to 
jects as Meeting the Needs tor 
Health Personnel,” “Building Better 
Health Facilities,’ “Org: 

Services More Effectively,” “Paying the 
Bill tor Personal Health Services,” and 


inizing Health 
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Why not choose a suture as carefully as a pair of shoes? 


angelv enough, it makes good sense to talk about 
ires and shoes on the same page! 


Su 
sutt 


Proper tanning of leather is 
And quality 


much like tanning—the chromicizing process 


vital to shoe quality 


in catgut sutures depends on a process 


If the hide isn’t tanned all the way through, an in- 
r grade of leather will result. Likewise, a suture 


not thoroughly chromicized will often have a surface 


that resists absorption and a core that absorbs too fast 
Tanners recognize the advantages of a two-bath 
tanning process » leather. A similarly thorough 
process is the new Curity two-bath method of chrom- 
ng sutures. ¢ y total, even chromicization can 

£1N I 
suture. For further dependability, Curity sutures are 
chromicized only after catgut plies have been firmly 
natural gut mucin. This 


give you dependable absorption performance in a 


bonded into strands by 
method requires no foreign bonding agents 


The modern Curity Chromic Suture is another bet- 
ter tool of surgery—from the laboratory which has 
made major contributions to suture making. 


Curity 


SUTURES 
[CBAUER & BLACK) 


DIVISION OF THE KENDALL COMPANY 


309 W. Jackson Blvd., Chicago 6 








At last 
an inexpensive 


underpad that [i 
cat leak through ; 


New Curity /ncontinent 
Pad with plastic bottom sheet 
saves linen, laundry and money 


i 1 
Lhe bigg hos} | money saver 
inen, nurse and laundry mor 
/ 


new Curity und ads with tater; 


And they cost no more than old 


un lerpa is! 


New Skintex top sheet lets drainage penetrate imme 
liately to absorbent inner layers. Wet or dry, Skintex feels 


like Skin, promotes patient comfort 39% stronger, 


roo, more tear-resistant than regular aper top sheets 
Soft. flufty absorbent filler ts 60% thicker and holds more 
drainage than any comparable underpad. For added com 
; | } 
fort and extra protection, waterproof plastic bottom sheet 
has traction, wont slide from under patients 
Order new Curity Incontinent Pads ¢ 


paying for themselves in Sav 


NEW 


ity 
Uti FILLED WITH WATER FOR 
7 DAYS, new Curity Incontinent 


Pad showed no sign of leakage or 


vapor permeation. Liquid was im 
mediately absorbed and retained 
in r 


In tests, ordinary paper and fibs 
pads leaked through in a matter 


Division of The Kendall Company 
309 West Jackson Blvd 


Chicago 6 Illinois 





Facts... 


EVERY BUYER SHOULD KNOW 
ABOUT 


“Why do Bishop BLUE LABEL needles assure less cutting?” 
Unlike other hypodermic needles, Bishop BLUE LABEL needles rely on their rapier sharp point to pierce the tis- 


needles, with exclusive Rapier Point design, have no sue. Then its smooth, tapered bevel spreads the tissue. 


sharp cutting edge along the bevel. Instead, Blue Label Because there is no cutting edge, there is no cutting. 


“Why do BLUE LABEL needles prevent seepage?” 


Because the tissue is spread, not cut, the tissue forms a drawn, the tissue contracts like a rubber band. Seepage 


tight seal around the needle. When the needle is with- is almost impossible. 


“How can BLUE LABEL needles cause less pain?” 
Because the sensory nerve endings are practically at the sharper point for quicker, easier penetration, and no cut- 


skin’s surface, the pain caused by a hypodermic needle ting edge to cut or tear additional tissue, Blue Label 


is only in its initial penetration of the tissue. By having a needles cause less pain. 


“I thought all stainless tubing was alike. Why is BISHOP tubing better?” 
o a b td 


Yes. all stainless tubing is alike... at the start. But the Because Bishop is the only company to control every 


care of manufacture from the starting stock of 14% inch stage of needle manufacture from the drawing of the 


round tubing. all the way to the finished piece of hypo original tubing to the finished needle, only Bishop can 


dermic tubing, means the difference between clean, assure you exacting control of the hypodermic tubing. 


fracture-free tubing and inferior hypodermic tubing. 





“Why is Bishop ‘Quality Control’ better?” 


One hundred and eleven years of fabricating precious individual inspection 
metals has instilled craftsmanship and care in every of every needle at 
Bishop manutacturing process Because of these high LO vital stages of 


standards, Bishop is not content with statistical or “2° manufacture. 


margin for error mtrol. Bishop standards include 


J 


. . . FF ike! g 
“How can BLUE LABEL needles save me money over other quality needles? jf __ ROUNDED HERE 
/| /7 WORE STEEL WERE 
Because Bishop draws its own tubing, instead of buying proximately 10% less / 
, SHARP HERE 
from an outside source, Bishop's initial cost is lower than than other quality ; 


other needle manufacturers. Because this saving is passed needles. 
| 











on to you, Bishop Blue Label needles sell for ap- 


J. BISHOP & CO. - Platinum Works « Medical Products Division 


Malvern Pennsylvania 





N EWS eee NeW! 
Fostering Research for Better Health ’ HANDSOMELY 
/ Featured speaker it a dinner to 
AS e close the forum program was Dr a STYLED PORTABLE 


Gregg, vice president of the Ros 


For Training Classes REFRIGERETTE 


Clinical Conferences y,,1 esciaiiaaes 
Staff Meetings Labor Relations Board 


Provo, UTAH Exemption from 
Lectures jurisdiction of the State Labor Rela 
tions Law was obtained for nonprofit 
hospitals in Utah last month when the 
A TABLET ARM CHAIR legislature passed a bill sponsored by 
hospital administrators and trustees 
John Zenger, administrator of — the 
THAT FOLDS! Utah Valley Hospital here, reported 
last month 
The new law does not prevent 
unionization of hospital employes 
specifically, Mr. Zenger pointed out, 
but it does free hospitals from the 
necessity for negotiating with unions 
under the mandatory negotiation 
clause in the State Labor Relations 
Act 
Church and community sponsored 
hospitals carried on an active cam 
paign for enactment of the amend 
ment, Mr. Zenger reported for the 


Iwo years Ago, employes of the 


state hospital association ] 


Utah Valley Hospital were unionized, 


The Greatest Advance Mr. Zenger explained. “The hospital \—-ry 9 
in the History of Folding Chairs utilized all legal means to resist this SERVEL 
movement, because of the belief of l | EC 


The Tablet arm is a built-in feature of the its board of directors that it is against 


chair itself—strong, easy to operate, a 

& i public policy and the interest of pa 4 
marvel of engineering ingenuity (patent 
pending). Por ordinary chair use, when tients to have unionization of hospit | 
the arm is not needed, it folds down out employes 
of the way beside the chair. It folds flat 
against the chair for quick, safe stacking, 
the folded depth being only 3”. Chair industrial Commission and the Utah Takes Up No More Room 
folds and unfolds in seconds. Exception State Supreme Court, objecting to the Than a File Cabinet! 
ally easy to get into and out of 


Hearings were held by the state Portable, Silent Retrigerette Styled as Smart Furniture 


inclusion of hospitals under the Sta 
Built throughout with all the famous bale Boletinns Act At last, a refrigerette that enhances the 

) ‘ i 4 
Clarin quality construction, the Tablet I 1 | 

y , > > « 1Ospita 1Ost On this wed if a 8 ° 
Arm Folding Chair will give years of I antibiotics, biologicals and serums safe 
faithful service. Supremely strong—X- was explained, following which at 1c 
ty pe self-leveling cadiidieds om immense ...and handy! Chills drinks and snacks 
» . ‘ve 7_— Tdec o > . 
effort was made to invoke the provi —— 7 - ieee anata : 

exceptional strength and quietness. Its I for days when you can’t get away from 
exclusive Clarin rubber-cushioned feet sions of the Taft-Hartley Act, exe mpt the office. Available in mahogany, blond, 
the finest floor. Comes with ing nonprofit hospitals in the tederal white, or can be painted to match your 


appearance of your office! Keeps vaccines, 


can't mar 
Clarin’s famous reinforced seat of 5-ply district and federal circuit courts. office. AC or DC, 12 to 230 volts. 5-year 
plywood, or in fine quality leatherette on 
seat and back, or on seat alone. Wide 
range of frame and upholstery colors Then, Mr. Zenger related, the hos 


Again, the hospital lost warranty on silent freezing system. Bases 


and accessories optional. 
Clarin Mfg. Company, Dept. 49, pitals of the state decided on active 
1640 W. Harrison St., Chicago 44, Il. sponsorship of an amendment to the 


Write today on your letterhead for labor relations law Through — the 
beautiful, New PRUE Catalog showme 
this amazing chair, together with united efforts of all church and com 
Clarm’s complete line of steel folding 


ye" chairs for every purpose munity hospitals and active work by 
Many members of the boards ot (rus The name to watch for great advances in 


Wo, 40s SCE 1925... tees and other interested citizens, our REFRIGERATION and AIR CONDITIONING 


:_. THE ARISTOCRAT OF FOLDING CHAIRS bill was passed ind signed by the gov GAS or ELECTRIC 


ernor last month,’ he said 
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“The most delicious food I 

ever tasted so fresh and “We are getting more bou- 

tempting — perfectly Ideal. quets since we got this 

The Patient Ideal equipment.” 
The Dietician 

“Ideal conveyors sharply 
cut cost of food and serv- 
ing. There is no up- 
keep expense.” 


The Manager 


| 


“We really can accom- 
plish something in nu- 
tritional therapy with 
Ideal food conveyors.” 


The Doctor 


\ | 
“Tdeal conveyors cer- 
tainly simplify my job 
at meal time.”’ 


The Nurse 





A food conveyor ‘J ae 
must be more than a tray on a cart 


Hospitals using Ideal food conveyors univer- practically never wears out no matter how 
sally enjoy areputation for fine food service. severe the usage. It is easily and quickly 
Ideal Food Conveyors are designed and built cleaned, 
to bring to the bedside fresh, hot, appetizing Ideal Food Conveyors and special diet trays 
food at the very peak of its perfection just are built in a wide range of standard models, 
like it came off the range. Excessive moisture and are also economically available custom 
does not ruin it. Nor is it dehydrated by heat. built to meet individual and extraordinary 
Budget-wise, Ideal equipment brings food conditions. Ideal experience, know-how and 
and feeding cost down to the irreducible facilities never yet have failed since the first 
minimum. The electric current required by an electric food conveyor was introduced to the 
ordinary flat iron will keep’60 meals hot and hospital by Ideal many years ago. 
delicious in the Ideal Conveyor. The unit 








WRITE FOR CATALOG AND COMPLETE DATA OTHER PRODUCTS 


4 
SPECIAL DIET TRAYS « HOT PACK 
HEATERS «IDEAL TERMINAL STERILIZER 
(Bc oe olay! BLOOD BANK GUARD 
BASSINET BASKET 
<4 Jf 0 P Sad TA L E Me v | Ve M E N rf Distributed by the Colson Corporation Elyria, Ohio; 


The Colson Equipment and Supply Co., Los Angeles 


Found tn Fetemeds and San Francisco, In Canada: Canadian Fairbanks 
@ Morse Company. 


MADE ONLY 


BY THE etieaieae MANUFACTURING COMPANY 
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NEWS... 


BEFORE YOU PAINT.. Bremen 


Revises Nursing Course 

DURHAM, N.C—To help meet the 
nursing shortage in North Carolina 
Duke University’s school of nursing 
will begin a new training program 
this summer that is expected to more 
than double the student body in three 
years, Dr. Hollis Edens, university 
president, announced recently 

This program will not only help 
meet the need for bedside nurses in 
North Carolina,’ Florence K. Wilson 
dean of the nursing school, declared 


but it also will help fill the demand 


for head nurses, administrators and 


ARCO} PROTECTION 


SUPCry iSOrs 


READ THE NEW The university previously has re 


quired one year of college for admis 

ARCO PAINT GUIDE sion to its school of nursing. Under 
the new program, high school gradu 

Complete story on ates will be eligible to enter directly 

ied Pa into a revised three-year course lead 
top-to-bottom ing to the diploma in nursing, or int 
protection for a new four-year program leading to 
h F I! the degree of bachelor of science in 
your ospita sd nursing. The latter program will inte 
grate general and professional educa 
tion by requiring the regular under 
graduate studies along with a broad 


. 
Contains: 
foundation for teaching and admission 


46 COLOR CHIPS... including as well as experience in public health 
OPTONIC Colors scientifically ree. 

It was turther pointed out that 
blended to complement natural graduates of the three-year diploma 


and artificial light for color course may take additional academic 


work leading to a BS. degree in 
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therapy. 


nursing while they are in practice 


28 PROTECTIVE COATINGS 


® for every conceivable hospital Madison Park Hospital 
maintenance use .. . interior or Acquired by Adelphi 
exterior. BROOKLYN, N. Y—The Madison 
Park Hospital here has been acquired 
by Adelphi College of Garden City 
Get “Researched” Protection i; ax which ni giao if in con 
with ARCO PAINTS necuon with the college's training 


program for nurses and other aux 


MAIL THIS pemeIR Hespital Maintena 
Oe ee out Cleveland 27, Obie By acquiring the private hospital 


7301 Bessemer Avenue, pom . 
aaa peeeiuaealiline balaes which has 164 beds and 37 bassinets 


Gentlemen Pleas 


TODAY! PAINT GUIDE Adelphi will be able to broaden its 
| 


community service program through 


nce Dept. liary medical service personnel 


me 1 

Ne the extension of its mental health 

Hospital center for children and youth to Brook 
lyn 

Address The management of the hospital 


will continue under Dr. Albert R 


Wh, Fritz, Dr. J. Dudley Fritz, and their 
ame . 
ny Mrs Ammend 


t raul ‘rit 
a ee oe a Sister Pauline Fritz 
Pe ae ; who become members of the Adelphi 


THE ARCO COMPANY + 7301 BESSEMER AVE - CLEVELAND 27, OMIO College administrative staff 
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GOOD LIGHTING IS 
GOOD “PUBLIC RELATIONS” 
FOR HOSPITALS 


Lighting is one of the most powertu 
' 


| 
tools an administrator has to build 
public acceptance and confidence in 
his hospital Good lizhting creates 
the impression of cleanliness ... 
ethaency mitort 
Day-Brite patient room lighting 


and makes patients more comfortable enlces sume of the: “sick” ous of thn 


sick room. Day-Brite Bed Lamps 
for private and semi-private rooms, 


Day-Brite Hospital Lighting 


wards and patients’ lavatories are 
designed specifically tor the comtort 
of patients and the convenience of 
the staft 


All units are of stainless steel con 
struction. All are ventilated tor 
cooler, safer operation and all are 


Underwriter's Laboratories approved, 


Good general hospital lighting 

means a more pleasant place to work 

for professional and non-prote 
j 


ional staffs alike. It means treedom 


from eyestrain, fewer mistakes and 


le turnover 


There is a DECIDEDLY BETTER 
Day-Brite fixture tor lobbies and 
admitting room for corridor 
offices and clinics; for central supply 
rooms, pharmacies and laboratorie 
for every service area 

Write for the name and addre of 
your nearest Day-Brite representa 
tive. Call him in. Ask him to py 


the advantaves of lighting or relight 


THIS IS A CLOSE-UP of a Day-Brite Nite Light. This inex ~" hospital with Day-Beit 
Day-Brite Lighting, Ine 15S Bul 
wer Ave Set. Lous Mi 

rooms. it provides just enough light for the nurse to move In Canadi Amalgamated Electric 
Corp., Ltd., Toronto 6, Ontario 


pensive little hospital fixture does a big job. In patients 


about the room yet won't disturb the patient's sleep. In 
corridors, a series of Day-Brite Nite Lights permits safe 


passage for your staff during the night hours 


THE DAY-BRITE NITE LIGHT recesses into the wall, making 


a smooth, flush appearance. Its stainless steel face is louvered “DECIDEDLY BETTER” 


to direct the light downward, hinged to make lamp changing DAY-BRITE 
easy. It won't rust or tarnish and cleaning is simple. J = 
om tghling Pitts 





NEWS... 


Bell Made From Chains, 
Manacles to Open Drive 


New YorK CITY Handcufts 
chains and manacles no longer used to 
restrain mental patients have been 
sought in letters sent out recently by 
the National Association for Mental 
Health 


Inc to 220 state mental 


Mental Health Week, May 3 to May 9 

The ringing of the bell will start 
the first nationwide fund raising drive 
Robert M. Hein 


inger, the association's executive direc 


of the association 
tor stated. Cooperating in the drive 
to establish a Mental Health Fund 
will be 250 state and local mental 


health organizations 


hospitals 
When enough metal ts collected, the 


issociation announced recently, it will 


be used to cast a bell which will be ness, promote 


conditions in mental hospitals, assist 


runny at a public ceremony to Start 


Here’s 


There are many tastes to please in a hospital—nurses, 
patients, doctors, the administrative staff. In coffee a// 
want FLAVOR. Millions enjoy Continental Coffee be- 
cause it has the most in flavor—delicious, winey-rich, full- 
bodied and unvaryingly fine—kept so by special Auto- 
matic Roasting Controls that maintain exact uniformity. 


These qualities of more flavor and uniformity, plus 
Continental's topnotch coffee service, all add up to 
value—value so highly regarded that nearly 21,000 
hospitals, restaurants, hotels, other dining places pre- 
fer and serve Continental Coffee today! 


For more coffee flavor in your hospital, for more coffee 

enjoyment and better value, see your Continental Man 
ee now! 

For best results regardless of brand—olways 

’ brew your coffee 2 gallons to the pound 


In every welk of life everyone enjoys 


norms HSH TUROM 


AMER 2) EADEEG COFFEE fer OBST RUM AMT’ one 
CONTINENTAL COFFEE COMPANY CHICAGO - BROOKLYN TOLEDO 


Importers Reavers » Members New Werk Coffee and Sager Exchange 


° CONTINENTAL'S 


The fund will be used 


ramous 76 mtnu 


to advance 


research on mental and emotional ill 


the improvement of 


..---And here's a 
selection of "76" 
Menu Products of 
particular interest 
to Hospital Dietitians 


CREAM DESSERTS, withsugor 
and mdk, lemon, Chocolate, 
Butterscotch, Vanilla, Tapi- 
oca and Asst'd 

GELATIN DESSERTS, Orange 
lemon, Lime, Strawberry 
Rospberry, Cherry Asst'd 
and Asst'd Red. Plain Un- 
sweetened 

TEAS 

SOUP MIXES 
W-B Chicken Soup Mix 
W-B Noodle Soup Mix 
W-B Beef Soup Stock 
W-B Onion Soup Mix 

PURE EGG NOODLES 

MACARONI-SPAGHETTI 

PANCAKE MIX 

WAFFLE-PANCAKE SYRUP 

HOT CHOCOLATE 

CHOCOLATE SYRUP 

HOT FUDGE 

SPICES 

CHILI CON CARNE 

EXTRACTS 

COLORINGS 

SALAD DRESSINGS 

MAYONNAISE 

FRENCH DRESSING 

THOUSAND ISLAND 
DRESSING 

MALTED MILK, plain 


x 
{- <}, 

4 
Constance Conover, our Di- 
rector of Quantity Recipes, 
has developed many new 
recipes for delicious, low-cost 
dishes. Ask your Continental 


mon for free copies of the 
latest ossortment 


rPrReooucTs 


in the creation of mental health clinics 
and carry on mental health education 
through films, dramatic sketches, litera 
ture, forums and lectures,” Mr. Hein 


inger said 


Bellevue Expects Loss of 
Nurses to V.A. Hospital 

New YORK. 
of a 1200 bed Veterans Administra 
tion hospital at 22d Street and the 


Completion next year 


East River may aggrevate the nursing 
shortage at the city’s near-by Bellevus 
Hospital, Dr. Marcus D. Kogel, New 
York hospital commissioner, declared 
last month. V.A. nurses make $1000 
a year more than the city can pay 
Dr Kogel noted 
be forced to close as a result of the 


Some wards might 


personnel shortage, he added 

The Veterans Administration out 
bids other hospitals for the services 
of professional and technical person 
nel, Dr. Kogel explained 
would have to be more than human 
not to take the extra $1000 a year 
offered by the Veterans Administra 
It looks as though we 


Our nurses 


tion,” he said 
were replacing the ancient facilities 
at Bellevue in order to train nurses 
for the V.A.,” he stated, commenting 
on a projected $14,000,000 program 
for expanding and improving the de 
partment’s school of nursing 

“It looks to me as though we need 
federal and state subsidies for schools 
Dr. Kogel concluded 

Expressing doubt that other hospi 
tals had suffered loss of personnel to 
V.A. institutions, Brig. Gen. Ralph G 
De Voe, manager of the Veterans Ad 
Bronx, 


of nursing, 


ministration hospital in the 


pointed out that the city would have 


to assume responsibility for patients 
now cared for in V.A. hospitals if the 
V.A. system did not exist. However 
Gen. De Voe agreed that government 
services might be criticized for taking 
nurses trained by other agencies. This 
was not the case during World War 
Il, he noted, when the federal govern 
ment subsidized education 
through the Cadet Nurse Corps pro 


nursing 


gram 

I'm sorry they stopped it after the 
war, he said. “The solution is to make 
the nursing career more attractive. At 
present a girl just out of high school 
can get about the same pay in an office 
job as she would after spending threc 


more years studying nursing 
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Ay tracse China 


has been used for 35 years by the 


Mond Hiaspulal 


Home-like beauty, wearability, long-term 


economy ... plus the always-available and complete 
service rendered by America’s outstanding 
organization of china distributors! That's why 
Syracuse China is regularly used by more leading 
hospitals, schools, hotels, restaurants, clubs, dining 


cars and steamship lines than any other china. 








* Syracuse Memorial's 13-story, 336-bed structure, built in 1929, is the domi- 


nant architectural feature of Syracuse's Medical Center on University Heights. 
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When you specify 


Brand Disinfectant 


there is no 
substitute 


® Gallon for gallon, 
as compared to most 
cresol preparations, 
“Lysol” produces: 
More germ-killing 
power. 

More solution per 
gallon. 

More real economy. 


““Lysol”’ is a powerful 
disinfectant and 
fungicide under all 
conditions of use. 
Proven in use through- 
out the world for more 
than 50 years. 


Manufactured only by 


LEHN & FINK PROD. CORP. 
BLOOMFIELD, N. J. 
LINCOLN, ILLINOIS 


Ask your surgical supply 
dealer about ‘‘Lysol”’ 
and other Lehn & Fink 
hospital products. 


NEWS... 


Tri-State Assembly 
May Attract 7500 Delegates 
CHICAGO.—More_ than OO per 
sons are expected to attend the < 
Tri-State Hospital 
} will mect here May ' 
Palmer House 
Hospital Hort 


th theme of the assembly 


x panding 


sponsored by the hospital ocia 
Ww ISCONnsiIN 


chairmanshiy 


of Illinois, Indian 
Michigan under the 
Dr. Malcolm T. MackKachern, direct: 
of professional relations of the Amer! 
can Hospital Association 

Dr. Edwin L. Crosby, ps 
the A.H.A., will give the 
address at the morning general session 


May 4, when he will discuss “Accredi 


opening 


tation of Hospitals by the Joint Com 
mission—Plan of Operation, Survey 
Procedure, Follow-Up, Evaluation and 
Rating Ihe same evening the 

of the assembly will 
Obtaining kt 
in Each Department of i 


mm the theme 


The Tuesday morning 
n will be devoted 
of recruitment 
of nurses 
Among the speakers at the 
sessions, besides Dr. Crosby, will be 
Dt Arthur ( 


Becker, director and associate director 


Bachmeyer and Harry 


respectively * the Commission on 
Financing otf He spital Care; Maurice 
Norby, assistant director of the A.H.A 
Dr. Elmore Petersen, dean of — the 
school of business at the University of 
Colorado; Dr. Robin C. Buerki, execu 
tive director of the Henry Ford Hos 
pital, Detroit; Helen Nahm and Ma 
rion Sheahan of the National League 
of Nursing, New York City, and 
Franklin Carr, administrator of Wau 
kesha Memorial Hospital Waukesha 
Wi 


Recruitment to Be Stressed 
During Hospital Week 


CHICAGO { 


Emphasis will be placed 
on recruitment of volunteers and auxil 
iary members, as well as on the tra 
ditional objective of stimulating 
community interest in hospitals, during 
the 1953 observance of National Hos 
pital Week, which begins May 10, it 
was announced recently 

Women's auxiliaries that are mem 
bers of the American Hospital Associa 
tion have offered to help their hospitals 


conduct full week's program 


HOSPITALS 
need MORE 


ELECTRICAL 


OUTLETS! 


PLUGMOLD 
2000 with Snapicoil 











Is the FASTER, EASIER, 
CHEAPER way to provide 
multiple convenience 
outlets! 


‘ 


Here’s what this new method of 
wiring means to you... hos- 
pitals can easily have all the 
electrical outlets needed in pa- 
tients’ rooms, in public rooms, 
in therapy rooms, in labora- 
tories, in the kitchens, in the 
offices, and along every corridor! 
PLUGMOLD 2000 eliminates the 
usual hazardous, messy, dirt- 
catching tangle of extension 
cords ... provides a double out- 
let every 30 inches, in a continu- 
ous run, 

PLUGMOLD is easily installed in 
any building, new or old. Write 
today for full information and 
the new Plugmold 2000 book! 


RA Ke) ©) 


Makers of 
PLUGMOLD — multi-outlet systems 
WIREMOLD- electrical raceways 
PANCAKE -overfioor raceways 


THE WIREMOLD CO. 
Hartford 10, Connecticut 
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Wins on Foints/ 
O77 ; 
POINTS YOU WILL APPRECIATE MOST! 


Viana, 
TEXTILE COVER YUNDERPAD 


THE MOISTURE THIS CELLULOSE FILLER 
GOES THRU FAST SURE ABSORBS A LOT 


PF gs 


0 





DIANA’S OWN NON-WOVEN 
TEXTILE FABRIC IS SO SOFT - THIS MOISTURE-REPELLENT 
AND KIND TO THE SKIN_ — BOTTOM SHEET IS A 

REAL LINEN SAVER 








THESE 7 GLUE STRIPS 
MAKE A STRONG PAD & 


Es so easy for you to test these underpads! 


Sample test packages are available to all hospitals through Diana Distributors. Diana 
underpads are distributed exclusively by salesmen of leading hospital supply houses 
under their own label. These salesmen will be happy to take care of you. 








“TE Note: 
Viaveg_, IN ADDITION to the non-woven fabric covered pad 
MANUFACTURING C0 (illustrated)DIANA makes a complete economy line 


of linen-saving underpads — a pad for every 
GREEN BAY, WIS., U S.A. purpose. Ask your supplier for our descriptive 
Our 41st Year literature. 
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Department of Health, ( the Secretary. Included the reorganization plan itself sets qual 
Education and Welfare n this are five positions: Secretary ifications for the special assistant for 
wtinned From Pa nder Secretary leputy two As health, and also sets forth some of his 

the Secretary and the of official duties. Like the secretary, and 

the Special Assistant the two assistant secretaries, the spe 

for Health and Med cial assistant for health would be ap 

ment: undet this was ( f | Affairs pointed by the President, subject to 


ler sec Senate confirmation 


post recre: by ivil servi x t that by law the une 
commiussi€ ommted Dy revary 1s acting secretary in the ibsence Under the Office of the Secretary 


A. administ ( isability of the secretary, the se there is yust one thin layer of offices, 


In place of ¢ ibolis! iry has complete authority to des carrying out the usual departmental 


holding company,’ th sual « urt ignate the duties of the under secre arrangement for getting work done 


ment structure 1 ted t th s well as her two assistants. But after decisions have been made. This 
consists of the two assistant secretaries, 
one for operations and the other for 
planning and surveys, and an_ office 
of administration. Directly under this 


LOW MAINTENANCE % line of offices are spread out the com 


ponents, each of equal rank: Public 

HIGH PERFORMANCE Health Service, with its various hos 
ila , pital activities; the Office of Educa 

. 7 tion, Social Security Administration 

for es se le the Department's Field Service with 

A P its regional directors, the Office of Vo 

cational Rehabilitation, and the Food 


INSTITUTIONAL < and Drug Administration 


Thus, the Division of Hospital Fa 


: cilities (Hill-Burton moves undis 
Titusville Scotch Marine Boiler serving 
new Science Building at Centenary Col- turbed into the new department, along 
lege, Shreveport, La. with all other functions of Public 
Health Service 


OFFICE IS UNIQUE 


The office of Special Assistant to 

the Secretary for Health and Medical 

& : Afttairs unique in government is 

: ; the key to the new importance at 
¢ cst tached to such things as Public Health 


Service, state health grants, and Hill 


OTCH : ie Burton operations 
sc " , Under an administration interested 
RINE ) ; in properly emphasizing medical mat 
MA Centenary College's new Science Build- ters. this special assistant could be the 


ing. Associate Architects: Stone & Pitts, 
most powerful figure in government 


Beaumont, Texas, and Payton & Bos- 
K 0 | [ i 4 S worth, Shreveport, Lovisiana. medicine, whose views, expressed 
through the secretary at cabinet meet 


ings, would carry influence through 


out every government ope ration Mrs 
ficiencies make Titusville ’ 
Quick steaming and high effic Oveta Culp Hobby has indicated this 


Scotch Marine Boilers a favorite choice for schools and will be the case as long as she is in 
institutions. The last word in boiler economy and ofbes 
durability is ‘‘Scotch’’, as produced by Titusville. Write Even with an unsympathetic admin 


for literature, stating your service needs. istration, the special assistant would 
have certain specific, important duties 


The reorganization plan, which is the 





law in this case, says of this special 


THE TITUSVILLE IRON WORKS COMPANY snclant 
. ey A TITUSVILLE PENNSYLVANIA There shall be in the Department 
a divcxon of . a Special Assistant to the Secretary 


Representatives in Principal Cities 
(Health and Medical Affairs) who 
Manufacturers of A COMPLETE LINE OF BOILERS FOR shall be appointed by the President 
EVERY HEATING AND POWER REQUIREMENT. by and with the advice and consent of 


the Senate from among persons who 
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Advances 33%., 
Desiqn’ “2s. 


lloifman Monel Metal “Unloading” and “Standard” Washers 


THE “UNLOADING” 


Provides more rounds per day by cutting 
down time formerly needed to “pull” loads. 
Hydraulic mechanism raises cylinder and 
shell. Work is deposited into trucks or into 
basket halves of an unloading extractor. Re- 
leases labor for other operations and avoids 
wear and tear on loads. Single-end drive. 
Monel metal construction. 


THE “STANDARD” 


Furnished with open-pocket or horizontal 
partition. Latter type facilitates “No-Lift” un- 
loading since horizontal partition lines up 
level with shell door opening. All standard 
cylinder sizes. Monel metal construction. 


YOUR CHOICE OF WASH CYCLE CONTROLS 
available on “Unloading” and “Standard” 
Washers. Fully automatic, with central or 
individual supply stands. Or, semi-automatic 
with air-actuated control of cach operation, 
once supplies are added. 


Modernize Now! Ask your Hoffman Representative About Our Complete Line of Laundry Equipment 


INSTITUTIONAL . DIVISION 
= clades 
—— a ant —- iiss 
RP. 105 


U.S. HOFFMAN MACHINERY CO FOURTH AVENUE, NEW YORE 3, N. Y. 
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vernment 


INTERPRETATION OF DUTIES 


An interpret 


tnemsate 
> time-proven pe forman 


is no substitute fo 


There 


Trams Col 
vrovernmect 


new 


spe ct 
under 


Significant 


Ne be ible 
legislation 
ment itselt 


i firm hat 
is preferred by more ment’s policy 
anesthetists than = tig 
any other CO, absorbent rl tags 
at 9 or ¢ al t} ¢ 


on the market much money sh 
; the Hill-Burton prog 

SODASORB'S overwhelming acceptance by the ] : | el es 
profession is based on actual performance. ciaing whether the cepa 
Its high absorbent power is a direct result of 
its unique, coral-like granular structure. Each hospitalization of old-ag 
knobby, porous granule presents maximum ors insurance beneficia 
absorption area — no flat surfaces to stack 
and block intergranular circulation of gases. 

SODASORB has long shelf life. It is free 
from unpleasant odors and objectionable the administration in 
heating. It is safe, stable and highly resistant time Reorcanization 
to dusting and breakage. Despite its ; “a 
acknowledged superiorities, SODASORB costs a 
no more to use. 

Order SODASORB genuine Wilson Soda ¢ xpl uNning 
Lime from your hospital supply house, or 
write for free technical data now. 


press the Oscar Ewing 


ire stated im the 


ave t performe 


ro ¢ OnYTess 


SODASORB, WILSON Reg. U. S. Pot. Off 


office issued a job 


issistan 


speci I 


DEWEY and ALMY Chemical Company 


Cambridge 40, Mass. ® Montreal 32, Canada 
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Where Proper Rest Is The Test- 


U.S. KOYLON FOAM 
MATTRESSES 


* Double-cored 
Construction 
For Greater Comfort, 
Greater Ventilation 
and Reversibility 





| 


Guest-tested In hotels hospit ils. motels and institu 


tions of all kinds. the lL. S. Kovlon Foam = mattress 


1] | 
il the exacting requirements of transient use 


e ultimate in luxurious comfort, vet it 


eal because it practt illy eliminates 


shtweight for 
sag-prool, Its superior one- 
red construction assures correct 


moimt of contact. 


ier Information about lL. S. Koylon 
es and Lb. S. Koylon Foam Pillows for 


nd tnstitutions 


U. S. le 


lon 
FOAM 


ROCKEFELLER CEN 


Cassy house- 








HOSPITAL CHECK LIST 


of U.S. hoylon Features 


Full measure of foam; full length, 
full width, full depth. 


Non-allergenic 
Easy to sterilize 
Sag-proof 
Washable 
Vermin-proof 
Removable ticking 
Uniform support 
“Non-chafing 
Cool, self ventilating 
Reversible 
Lightweight 











. NEW YORK 
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committe i tl} n with World Health Organization 

other international groups. | How 

ver, neither ‘in the domestic nor in 

rnational field will he supplant’ the 

ial representation from such de 

ernmental grou sucl iCal partmental units as Public Health 
Medical ‘ tiot mer rvic¢ 

At the direction of the Secretary, 

the special assistant will Sce that 


octiartion if proper Con rdination is established and 


lerrit th Othcers maintained on health matters among 


He will also be the personal the department's various Constituents, 


representative 1@ Secretary in deal such as Public Health Service, the 


TURNING FRAMES 


In immobilization, the smallest 
nurse can turn the largest patient 


with utmost ease and safety. 








development in the ittiment of immobilized pa 

the Stryker Turning Frame 4 ential equipment 

r the modern ho pital While held genth) but firmly be 
tween the two frames of this unique device, any patient can 
be quickly turned by one murse One frame is removed 
ilter turning. and the other. covered with taut canvas and 
pad provid i smooth. comtortable resting surtace. Lying 
he anterior frame thre pratve nt can read. write ind feed 
himself wath « reases of pelvic. intertrochanteric ot 
rend of the frame can be elevated 

| traction throughout the turning 
proces ft the finest materials, and widely aecepted 
hry orthopedi evynecologists and neuro-surgeons, the 
vker frame ives valuable nursing time and inereases 


comtort and well-being of the patient 


* You are invited to write for complete information. Dept. H. 


KALAMAZOO 
ORTHOPEDIC FRAME COMPANY MICHIGAN 


Children’s Bureau, and Food and Drug 
Administration. The job description 
adds that such coordination “is a mat 
ter of substantial importance 

The special assistant obviously will 
have direct access to the Secretary 
This relationship is evident on_ the 
organizational chart, but Mrs. Hobby 
has given additional assurance that 
nothing will be done to interfere with 
this arrangement, such as a regulation 
requiring him to report to the under 
secretary of the department 

This special assistant could, if the 
Secretary so desired, be authorized to 
exercise all of her functions in health 
matters. The Secretary is given this 
unusual authority to delegate full 
powers in the section of the plan 
which states 

Pertormance of functions of the 
Secretary—The Secretary may trom 
time to time make such provision as 
the Secretary deems appropriate au 
thorizing the performance of any of 
the functions of the Secretary by any 
agency or employe of the Depart 
ment 

Thus this official, acting tor the Sec 
retary, could not merely advise but 
actually could reach down into any 
health or medical program and require 
that his or the Secretary's policies be 
carried out 

At hearings on the reorganization 
plan, Mrs. Hobby assured the house 
and senate Committee on government 
operations that it would promote eth 
ciency and economy. At the hearings 
Sen. McCarthy (R., Wis.) criticized 
the proposed reorganization for not 
going far enough. “Under this plan 
Mrs. Hobby does not have the power 
of a good housecleaning,” he said 

Democrat members of the two com 
mittees objected to appointment of 
the special assistant secretary on health 
problems, claiming it was a “sop” to 
the American Medical Association 
aimed at obtaining A.M.A. support 

Former President Hoover, whose 
COMM Itssion On xovernment Operations 
two years ago had proposed consoli 
dation of all federal medical services 
including the Veterans Administration 
and medical establishments of — the 
armed services in the U. S., endorsed 
the reorganization plan, in a telegram 
to the committees, as a constructive 
step. He also suggested an “exhaustive 
investigation of the federal hospital 
ind medical setup, with a view t 


elimination of waste 


The MODERN HOSPITAL 















{  sute oi'Wasrv.,,. Tf 


State of West Virgins 











ewe . a v 
* Guaranteed by > 
Good Housekeeping 












Purchase Orders . . . Letters of Praise . . . Acceptance by U.S. Gov- 


ernment Agencies and the nation’s foremost Hospitals . . . attest 
to the outstanding performance of SANI-PHILM Bedding Protectors. 


SAVE MONEY! Lengthens life of Mattresses, Pillows! 
SAVE TIME! SANI-PHILM Protectors fit wrinkle-free over 
beds in just a few seconds. Cuts change time...increases 
efficiency of Nurses. 


SAVE LAUNDERING! Keeps your hospital bedding 
clean, fresh, new . . . no need for constant sterilization. 


ADDED PATIENT COMFORT! Wrinkle-free, odorless 


. no rustling sound when patient shifts position. 





*None GENUINE without this Registered Trade Mork 
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Caen 
of them and I cer 
for rare damage, 


After 18 Months of Continuous Use... 


here is what a leading hospital says about 


sr than we <0 

a. oe quite satisfied with the co 3 
e é 3 y be} 

and thin . : 

reduced the cost of | 

repair of mattresses 

besides making cleé 









able, odorless, noiseless, waterproof (even at the 
seams!) ELECTRONICALLY WELDED, RUSTPROOF ZIPPERS! 
Constructed in accordance with U.S. Government Specifications in .006 
and .008 thickness—not less! Philmont manufactures more SANI PHILM 
Bedding Protectors for the U.S. Government than all others combined! 


Even the Rustproof Zippers are Electronically 
Welded — no sewing or thread to tear. 


le have found no need to 
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“Electronically Welded” Plastic 


¢ MATTRESS COVERS 
e PILLOW COVERS 
¢ DRAW SHEETS 




















replace any 

tainly hope that, except 
they will last even 

had originally expected. 















1e 1ave greatly 
k that they have gz . - 
maintenance ¢ 
and pillows, 
aning of such 










‘eogaee? se 

units mucn simpler. 
—-Howard W. Baker, M.D. 
Administrator 
Temple University 
Hospital 
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—and Today, after 
37 Months...No 
Complaints !! 








Rigidly laboratory tested for 







resistance to steam, bacteria, fungi, 
stains, odors, burning, cracking, allergic 


qualities. Complete protection against dust and 






dirt, perspiration and normal body discharges. Boil 















Tremendously expanded production facilities enable us to pass 
on huge savings of 50%, as follows 


#206 .006 Size of Mattress 36x78x6 $36 doz. 
#308 -.008 Size of Mattress 36x78x6 $45 doz. 
#1004 .004 Pillow Covers 27x21 $ 6 doz. 


Terms: net 30 days F.O.B. Englewood, N.J. Prices for other sizes 


upon request. 


PHILMONT MANUFACTURING CO. 
HOSPITAL DIVISION, 




























ENGLEWOOD, N. J. 
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British Health Plan 
Popular in This Town 
Lo ON ~( ND M 


out of &f were 

cept the health program 

istributing the available 
the community 


lisclosed by the survey 


, per cent of those 
medical attention 


since the state service 


cent had not used any 


FORTY YEARS 


OF 


FUND RAISING 


FOUNDED IN APRIL OF 1913, THE 
AMEERICAN CITY BUREAU HAS BEEN IN 
CONTINUOUS OPERATION FOR FORTY 
YEARS. AS THE OLDEST OF FUND RAIS 
ING ORGANIZATIONS, OUR EXPERIENCE 
ALSO IS THE BROADES1 MIORKE THAN 
3000 CAMPAIGNS HAVE USED OUR DI 
RECTION 


OUR HOSPITAL CLIENTELE IS A DISTIN 
GUISHED ONE. WE WILL WELCOME AN 
OPPORTUNTLTY TO CONFER WETEHE YOU 


‘There is no substitute for experience 


AMERICAN CITY BUREAU 


ESTABLISHED 


221 North La Salle Street i70 Fourth Avenue 


Chicago 1, Ilinots New York 16, N. Y. 


per 


services of 


ness when 


Long Distances Traveled for 
Saskatchewan Institutes 

REGINA, SASK.—Two hospital in 
stitutes were held during the last cw 
weeks of February in che province of 
Saskatchewan, Canada, which were at 
tended by representatives from most 
ot the 14 veneral hospitals ot the 
province 

Although more than OO of the 
hospitals in the province have rated 
capacities of fewer than 2) be 1s. hos 
pitals, both large and all, were well 
represented. The total registration was 
95, of which 112 were administrators 
ind accountants, 96 were superintend 
ents of nursing ind SS were trustees 

The first institute is held in Re 
Yina, the Capital City province 
and the second tn Saskatoon, the unt 
versity center. Each institute program 
covered similar topics, and while there 
were some yveneral sessions, most of 
the time was devoted to workshe p dis 
CUSSIONS 

Because 
counting 
being obtained 
through the introduction 
pital accounting manual, the hospital 
iccountants and idministrators — re 
viewed the procedures and practiced 
preparing he spital accounting recor {s 
using the standardized torms 

In their workshe p sessions, the 
perintendents of nursing fiscussed 
rechnics and procedures ey 
discussed dietary service 
therapy hospitals ind public 
nursing, ward Management 
nurses and nurses 
of the combined 
rechnician 

The trustees reviewed the principles 

iZation, hire prevention 


The MODERN HOSPITAL 











@ aids convalescence 


Modernize Your Hospital With 
Pittsburgh COLOR DYNAMICS 
To Get These 4 Important Benefits - -- 


@ relieves eye fatigue in operating rooms 
@ increases efficiency of nursing staff 


@ reduces housekeeping problems 


me for operatin ding to COLOR DYNAMICS 


more efficient as well as more attrac 


rooms relieves 
tive by using COLOR DYNAMICS 


Color 


eve ftatigue 


In Ope rating 


Y USING Pittsburgh COLOR 
DYNAMICS, many hospitals have 


and lessens nervous ten 


provided greater comfort and relaxa 
tion for patients at the same time that 
efficiency of and medical 
staffs has been improved 

@ This unique painting method 


utilizes the energy which science has 


nursing 


shown colors possess. Certain colors, 
or combinations of colors, stimulate 


or relax, others cheer or depre SS. 


@ By putting color to work, accord- 
ing to COLOR DYNAMICS, patients’ 


rooms have been painted in colors 


comfort and morale 


WE'L 


that enhance 


olors 


rate color ens eering § 


4 sburgh Plate Gl 
DYNAMICS exy 


P 


PAINTS 
P 


iss Compa 


erts see you at your cor 


GLASS e 


b 


lv for 


to work in 


L MAKE A COLOR ENGINEERING STUDY -—FREE 


ik 


S URGH 


CHEMICALS e 
iTTSBURGH 


sion of surgeons. Proper use of areas 
of receding color reduces the feeling 
of claustrophobia in labor rooms 


@ Proper colors at nurses’ stations 
aid alertness and efficiency. Hospital 
offices and living quarters of resident 
staffs are made more comfortable, 
cheerful and inviting. By the purpose 
ful use of color in reception and wait 
iny rooms, visitors de rive confide nce 
and encouragement. Housekeeping 
problems are simplified and lessened 


@ You, too, can make your hospital 


| Nt a careful 


r hospital we e glad to make 
bligation. Call your 


e of our COLOR 


free and withe to 


»phave or 


Pa NT 


BRUSHES © PLASTICS © FIBER GLASS 
AS Be 


ind arra 
e. Or mail t 


Pittsburgh Plate 
Paint Div., 


This modern painting system is com 
ple tely « x plaine dina « omple tely new 
booklet, containing scores of prac 


tical suggestions, which we'll gladly 


free. 


Mail This Coupon For Bigger, 
Better Book Containing Secret 
Of Modern Color Ideas ... 

IT’S FREE! 


se nd you 


Glass Co., 


Dept. MH-43, 


| Pittsburgh 22, Pa 


( 


( 
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I PREE 
Color Dynamics." 


t 
u tate 


nty 
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Tiday’s way to 
wrap articles for 


STERILIZING 
Patapar 2/-2T 


Tests made by Bio-Research Laboratories add proot to 


reports from hospitals that Patapar 27-2T, a special type of 
boil-proof Patapar Vegeta 
for wrapping things to be sterilized in live stean Patapar 
7-2 T otters these detinite advantage 


able Parchment, ts the ideal material 


@ Inexpensive @ No lint 

e Eliminates laundering @ No surface fibres 

e Sanitary, odorless e Easily marked to 
identify contents 


for 
iquarters 
vente Since 1885 


‘ “Vegetabte Parchment 


1 WET-STRENGIN GREASE-RESISTING 


v egetat 
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Calls for Speedy Changes 
in Medical Curriculum 
CHICAGO 


Mcone 


ompe tent 


Careers Committee Reports 
Increase in Enrollments 
New YOrRK During the 
tudent nurses 


Ti 

















“Their friendly beauty gave me a lift’’ 


> Mi 
. *.* Ever notice how faces brighten and spirits lighten 


when a patient receives flowers? 


lo save you time and trouble, too, your 
I. T. D. Florist delivers fresh flowers... prearranged 


in “long life”? chemically treated water 


There no extra work .. ho extra handling 


with F. T. D. FLOWERS! 


Send Flowers 
Worldwide 


FLORISTS’ TELEGRAPH DELIVERY ASSOCIATION, Headquarters: Detroit, Michigan. 








A Product is 
NO BETTER THAN 
ITS INGREDIENTS 


..- Especially 
A PRODUCT FOR 
PATIENT PROTECTION 


EVER SINCE physicians and hospital 
executives discovered eighteen 
years ago that Dermassage was doing 
1 consistently good job of helping 
Lo prevent bed wore ind 

keep patient comfortable 
lotion type body rubs of similar 
ippearance have been offered in 
increasing number 


But how many professional people 
would choose a: y product for patient use 
on the basis of appearance 


DERMASSAGE protects the patient's skin 
effectively and aids in massage because it 
contains the ingredients to do the job. 


It contains, for instance 

LANOLIN and OLIVE OIL 
enough to soothe ind soften 
dry, sheet-burned skin; MENTHOL 
enough of the genuine Chinese 
crystals to ease ordinary itching and 
irritation and leave a cooling 
residue; germicidal 
HE XACHLOROPHENE — enough 
to minimize the risk of initial 
infection, give added protection 
where skin breaks occur 
de spite precautions, plus additional 
ids to therapy. With such a 
formula and a widespread reputation 
for silencing complaints ot 

bed tired bac ks Sore knee ind « lbow 
Dermassage continues to justify the 
contidence of its many 

friends in hospital 


athe), Bait lie taiaen 
30 W. Washington, Chicago 2 
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ie beginning of a gradual rise 
sing school admissions which 
be expected over the next few 
is population in the | I8 year 
n bracket mcreases However 
of the low birth rate of the 
lepression years she said a sharp up 
swing in nursing school admissions 
innot be anti ipated until 1958 when 
rhe babies of World War I] will be 
iduating from high school, and then 
only if the tactors aftecting recruit 


ment remain stable 


Clinton Nurses Back After 
Wholesale Resignations 
CLINTON, ILI Virtually the entire 
taff of registered and practical nurses 
bed John Warner Hospital 
here resigned last month in a dispute 
between Bruce Barton, hospital ad 


ind Mrs. Mary Groves 


nursing supervisor and formerly hos 


it the 4 


ministrato;r 


pital superintendent over management 
of the nursing service 

Afrer a three-day lapse, the nurses 
returned to duty, it was reported. Mrs 
Groves was dismissed by the hospital 
board of directors, whose action sup 
ported the administrator 

During the walk-out, service to pa 
tients was maintained by importing 
nurses from hospitals in near-by cities 
Mayor H. E. Breighner of Clinton said 

The dispute developed when Mr: 
Barton, who was employed by the 
board last January, instituted new pro 
cedures in the nursing department i 


etfect necessary economies, if Was ex 


pl Line { 


Don E. Francke Gets 
Whitney Award 

DeTROTI Don E. Francke, chiet 
pharmacist at University Hospital, Ann 
Arbor, Mich 
tin of the American Society of H 


ind editor of the Bu 
was named recipient 
H.A.K. Whitney Lecture 
Award presented by the Michigan 
society of Hospital Pharmacists. The 
ward 1s presented innually in in 
dividual making significant contribu 
tions t the progress of hospital 
SOCIETY explained 


iward to Mr 


restimonial 


pharmacy the 
Presentation of 
Francke will be 
dinner here o . it Was an 


NOUNS 


WN te] 7 wie) & 4 
REPORTS 


offer explicit data 
on the positive 
protection 


afforded by 
dermassage 


Where the patient’s comfort in bed (1 
contributes in some measure to recovery, 
or (2) conserves nursing time by 
reducing minor complaints, you cannot 
afford a body rub of less than maximum 
effectiveness. You can depend upon 
Dermassage for effective skin protection 
because it contains the 


ingre dients to do the job. 


A LIBERAL TRIAL 
SUPPLY of Dermassage 
for hospital use will be 
sent on request 


Complimentary, Prepaid 


Need more copies of 
"ON GUARD"’— 

brief, authoritative text 
on CARE OF THE 
BED PATIENT'S SKIN 
and PREVENTION 
OF BED SORES” 
Your request for 
enough copies to fill 
your requirements will 
be filled promptly 


your distributor or write 


EDISON 

CHEMICAL COMPANY 
30 W. Washington St 
Chicago 2 


dermassage 








FRESH FILMS 
and CHEMICALS, 
DARKROOM 
ACCESSORIES 


DELIVERED 
PROMPTLY 
TO YOUR DOOR 





Your Westinghouse X-ray repre 
sentative provides reliable and 
rapid service. We will be pleased 
to send you a complete listing of 
all Westinghouse X-ray acces 
Sories, 

Westinghouse Electric Corpo 
ration, X-ray Division, 2519 
Wilkens Avenue, Baltimore 3, 
Maryland. 


you CAN BE SURE...1F ITS 





Westinghouse 


MEDICAL X-RAY 


> 


J-08275 
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“But I didn’t hear her call, Doctor.” 


Not too long ago, anxiety crept into the hospital room when the nurse 
rustled out. Today, in thousands of American hospitals patients are better protected, 


more relaxed and reassured thanks to the Edwards Nurses’ Call System 


The patient merely presses a button. And this dependable 
‘bedside nurse” picks up the slightest whisper, amplifies and transmits it instantly 


to the Nurses’ Master Station 


More and more architects and hospital officials find their choice of Edwards 
a happy one because Edwards spells “dependability.” For over SO years 

Edwards equipment has been designed with a dual purpose: to protect the 
reputation of those who choose it as faithfully as it serves those who use it 


Write for free, illustrated bulletin to Edwards Company, Dept. MH-4, Norwalk. Conn 
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COMING EVENTS 





STITUTE ON SUPERVISORY TRAINING, Edge 


water Beach Hote Chicago, Nov. 2-6 


INTERNATIONAL HOSPITAL FEDERATION. Lor 
jon, England, May 25-29 


25-2 SAVES STEPS, TIME, EFFORT... 


Fdwards Soft Speaking 
1OWA CATHOLIC HOSPITAL SSOCIATION . 
Hote! Savery. Des Moines. April 23, 24 Nurses’ Call System makes life 


4 


easier for nurse and patient 
OWA HOSPITAL ASSOCIATION, Hotel Savery Patient can make known her needs 
Yes Moines, April 22 
before nurse goes to bedside 
KANSAS HOSPITAL ASSOCIATION 
Hote Wichita. Nov 12. 13 


JISIANA HOSPITAL ASSOCIATION 
Hote New Orleans. Apr oe 


MARYLAND-DISTRICT OF COLUMBIA-DELA 
WARE HOSPITAL ASSOCIATION. Lord Balt 


e Hotel. Baltimore. Nov. 9 


DLE ATLANT HOSPITAL ASSEMBLY 
Ha Atlantic City. May 20-22 


D-WEST HOSPITAL ASSOCIATION, Mur 
Auditorium—Hote! President. Kansas C€ 
April 15-17 


NATIONAL LEAGUE FOR 


nvention. Statler Hotel. C 


NEW JERSEY HOSPITAL ASSOCIATION, 
vention Hall, Atlantic City, May 20-22 


NEW MEXICO HOSPITAL A 
Hote Albuquerque. May 2 


SPLIT-SECOND ACCURACY! 


very ) me 
NEW YORK HOSPITAL ASSOCIATION, Conv Every clock —one, 

tion H Atlant Cit M 20-22 } 1) > srecisely Ss 
DEPARTMENT ADMINI< 8 a y ay 4U-44 1undred tells precisel the Le 
New York Cit 


y time, thanks to Edward 
OHIO HOSPITAL ASSOCIATION Netherland Clock and Program 
Plaza Hotel, Cincinnati, April 6-9 ' ‘ ; 


ten or a 


Hote 


Control 
No master clock 1 


needed 

KLAHOMA HOSPITAL ASSOCIATION May< 

Hote T a Nov 1? 7 

ENGINEERIN 

zt D«< YREGON HOSPITAL ASSOCIATION, Pilot Butte 
inn, Bend, Oct. 21-22 

NDRY MANAGE PENNSYLVANIA HOSPITAL ASSOCIATION, Cor 

vention Ha Atlantic City, May 20-22 


SOUTHEASTERN ASSEMBLY OF NURSE ANES 
THETISTS Jung Hote New Orleans, Apr » 





SOUTHEASTERN HOSPITAL CONFERENCE 
Hotel, New Orlean April 8-10 


TENNESSEE HOSPITAL ASSOCIATION 
Jackson Hotel, Nashville, May 8-10 
. TRIM, MODERN, EFFICIENT: 
CORDS ADMINISTRA 
en ee ee TEXAS HOSPITAL ASSOCIATION, Bu - bFdwards Fire Alarms 
Hote Galveston. May 12-14 


Andrew 


ire chosen by leading architects 
E ADMINISTRA TRISTATE HOSPITAL ASSEMBLY, Palmer Hous to protect America’s 
4 hicago, May 4-6 most important buildings 


PPER MIDWEST HOSPITAL CONFERENCE 
Radisson Hote Minneapolis, May 13-15 


WASHINGTON HOSPITAL ASSOCIATION, Olyr EDWARDS 
c Hote Seattle Sept. 30-Oct. | 4 ‘ 


’ 
WASHINGTON HOSPITAL ASSOCIATION. Mid protects..everywhere! 
Yea 


Meeting, Davenport Hote Spokane, Apr 


f 
4 


954 


ARIZONA HOSPITAL ASSOCIATION 


Phoenix 
Fet 





NEWS... 


Kogel Charges Economies 
Reduce Patient Care to 
Dangerous Level 


New YOrK Dr. Marcus W. Kovel 


New York City's 
j 


commiussioner of hos 
M Vor 


ccoOnmoOmy 


tals, charged recently that 
} 
Vincent R 


program 1s pushing the quality of care 


Impellitters 


of sick persons in the citys hospital: 

t) a dangerously low’ level 
Expressing a “deep foreboding 

the future unless city hospitals ge 


Kozel 


of SLIQOIS516. tor 


more money, Dt submitted 


budyet reque yf 
1954-54, an increase of $7,487,590 
over last year's. Ideally, he said, the 
increase should be closer to $42.000 
OOO 

The commissioner, in a letter to the 
budget director, said in part 
because of 


This budget proposal 


the limitations and restrictions im 
posed upon me, is free from a dis 
turbing suggestions for the solution 
of any of the critical personnel prob 
lems 


facing the department. It re 


fects no effort to strengthen the top 
level administration; to bring some 


measure of relief to a desperate nurs 


drugs at New 


ny situation, te 


provide for more and 
better supervision for the thousands 


f unskilled people 


hospitals 


working if 


Ir furnishes no incentive t 


personnel and 


protessional, scientific 
maintains their shamefully low salaries 

current levels. It leaves our engi 
neering forces crippled and the main 
tenance of our buildings a subject of 
continued criticism It ettectively 
maintains the status quo 


| yr Ke re 


was mostly for staffing of new hospital 


said the increase requested 
units to be opened in the coming fiscal 
year. Detailing needs totaling $10,933 
O48, he said he hoped the sum might 
be met should the economy {rive be 
relaxed 


In the 19 


lepartment of 


annual report of the 
Kogel 
stated that studies of the new anti-TB 
York City's Sea View 
Hospital, on Staten Island, have con 


hospitals, Dr 


vinced the department that enough 


1 ] 
weapons and knowledge are now avail 
all out 


tO make an Campaign 


against TB not only possible but “per 
haps even imperative 


In his letter to the mayor, Dr. Kogel 


H1126A 


Pedal controlled sides on stainless steel rods are oper 


ated easily by the attendant, yet cannot be lowered by 


the child while either in the crib or on the floor. Sides 


o are 25 inches above spring level, making it difficult 


Safety Cribs 


for the child to climb out of the crib. Upright fillers 


leave an opening of only 2!2 inches for additional 
safety. Fitted with 3” ball bearing casters. For detailed 


information, write to 


FRANK A. HALL & SONS 


General Offices: 120 Baxter Street, New York 13 
Showrooms: 200 Madison Avenue, New York 16 





stated The department has arrived 


it the conclusion that these drugs 


used, as they probably will be, in com 
bination with streptomycin and PAS 
(para-aminosalicylic acid) will radi 
cally change existing concepts of TB 
medical practice. Given genuinely 
effective case-finding program, ambula 
tory treatment on a wide scale becomes 
a distinct possibility 

Even within hospitals themselves, 
he continued, “the conventional pro 
longed hospital stay may be modified 
in favor of measures which will make 
possible early discharge and home 
care 

The commissioner pointed out that 
the city presently has more than S000 
IB patients in its hospitals and that 
a typical length ot hospital stay 1s one 
year at a cost to the city of $10 a day 
per patient. He noted that modifying 
present practices to reduce lengths of 
stay to six months would eftect a sav 
ing of $1825 per patient 
Another development described in 
the report was the continued progress 
in the reduction of overcrowding in 


hospitals, even with an increase in 


service. The over-all average occu 
pancy rate for the departments 3 
hospital facilities was 96.5 per cent 
compared to 97.3 per cent in 195] 
time the daily 


0.190 


At the same average 


ward compared 


to 19928 in 1951 


census Was 


Kogel attributed 


to an increased use of proprietary nurs 


This progress Dr 


ing homes under a combined program 


of the departments of hospitals and 
of welfare 


the continued development 
of the home care program the open 
ing of the Bird S. Coler Hospital and 
an increase in the bed complements of 
hospitals opened in 1950 and 195] 


The commissioner said the nursing 


home program will in time become 


one of the department's “most impor 
tant activities 
Ot the 973,190 days of inpatient 


] ) 


care rendered to 969 persons dur 


ing the year, 700,067, or about 9 per 
cent, were rendered by home Care 
Dr. Kogel stated. A total of 


visits were recorded in the outpatient 


192.466 


departments 

Dr. Kogel noted that while River 
side Hospital, a facility for the treat 
ment of pre-adult narcotics users and 


should be 


year “to show what it can do, 


addicts given one more 
enough 
has been learned by now to raise 


some doubt” as to its value to the 


The MODERN HOSPITAL 





ALLTHEICE 4 
FOR ALLYOUR NEEDg $ 


,. WHEN AND Wiep 
YOU NEED 17! 


BG 


AND INSTALLED 


GOES TO WORK FOR YOU WITHIN HOURS 


. . wherever there’s an electric plug and water! 
Makes up to $00 Ibs. of ice per day. No 
chipping, washing, hauling. Can sit on top of 





any counter. 

Ice purer than the water from which it’s 
made. Make ice where you use it, when you 
want it. 

Clear of “air-fog,”” won't flatten soda drinks. 
No damage to thin skins of perishables, 

And remember—more ice is made by York 
machines than all the rest combined! 


“A boon to busy hospitals— 
in utility rooms, kitchens, 
lunch rooms.” 


“Right on the counter, 


— “ta y \. i SS j \) 
plenty of ice always!” “Faster room service eee 4 
Ee >= for guests. Savings 
ee J 4 : for the boss. eh ‘TNo chipping, no~ 


& t- 
Ny! i | : » “What eye eppesl— washing, no wai 


lr PROFIT NOW! PAY LATER! 


See your nearby YORK DISTRIBUTOR 
(listed in the phone book) 


REFRIGERATION AND AIR CONDITIONING 
HEADQUARTERS FOR MECHANICAL COOLING SINCE 1885 





eS Cems 


NEWS... 


ommunity in comparison with its trustees for Newark City Hospital was iffat the hospital, the 


ost. Riverside’s budget is $1,000,000 proposed here last month by the Essex said an investigation of 
ind | ») patients were tre ited County grand jury in a presentment i us with i strong 
since it opened July | to the superior Court charyving the hos that this highly essential f 


Another advancement made t pital was “under the domination of a not be effective as long 


lepartment during last vear is f political seyment of the Newark gov th fomination of a pol 


, 
nstallation of two-way radios | ernment the Newark vovernment 


of the emergency ambulance Phe hospital was making no serio 
trempt to collect payment tor servic 7 
rendered t a great majority’ of pi Army Hospitals Approve 
Charges Political Rule tients able to pay for their own care Audio-Visual Call System 


Over Newark City Hospital the grand iury charged WASHINGTON, D.C.—Results of 
NEWARK, N_]J Establishment of Recommending that new au tests and evaluations of the au 


{ ty should be created to administer th sui nurse call systems a 


| 


nonpolitical independent boar 


] 


simons Army Hospital, Denver, an 
Valley Forge Army Hospital, Phoenix 
Pa SHOW | 
systems saves th f 
Modern beauty e e doctors mcreases nurse 
Improves patient Care 
Because of this, the 
SCTVICCe plans a install 


the seven new permanent 


14 
\ I\ extra comfort ee planned for army posts 
L_ try, which will be c 


this ve 
ning Ga t Bragg 
H He ox, Ky.: Fort Riley, Ka 
functional efficiency! avon, ps Set Miley, en 
if Fort Dix N | 


Ihe electronic commu 


\\ 


tem permits a two-w 
between the nurse at 

and the bed patient 

call button within react 
sounds a chime and lights 
light on the nurses’ control 
thus identifying the calling 
lights the corridor dome righ 


the patients ward 


FOSTER No. 445] Bed End and RDX Spring 0 5.0.08 


The stylized low height and modern design of this new Foster Bed End and ind other work areas 
Spring make a perfect Hollywood bed unit for nurse’s dormitories, doctor's permits simultaneous mt 
and interne’s quarters. Three rows of permanently attached coil springs prevent was explaine } 

center sag and assure comfortable, restful sleep with either innerspring or felt é 
type mattress. Head end is available in a wide variety of stock wood grain or When the 
enamel finishes or can be color-matched to any decorative scheme on special order 


nurse ANswec:rs 
the line automatically opens tor 


0 SATO A { tl guisi s 
SPECIFICATIONS Size: 3’-0 ee a ee ee Height 28’ Posts:1 Way CONnVCrS,. nl nM extin C 
square, Panel-8'« s Side tube-]!2 x 085 Center coil support 3 x 6 rows 
Shipping weight: 70 Ibs 


call lights 

The two-way conversation enables 
the nurse to determine the patient's 
Available through leading hospital supply dealers needs and to take care of them on 
single visit. Often the requirements 


can be furnished by ancillary person 


I () \ | ) lt nel, thereby relieving the nurse ot 
| I} IK \| | (; ( () functions that can be pertormed | 
| | Pe a . orderlies 
UTICA, N.Y. ST. LOUIS, MO. During Ward rounds, members 


the medical staff have found the audio 


visual system useful in calling the 


A reliable source of hospital bedding since 1871 nurses’ station for equipment an 


suppiles 
Contract Division and Showrooms — | Park Avenue, New York, N. Y. The army has found that the 
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once and for always... 


Cut down the staggering 
cost of cleanliness 








Stainpr oof Wall Covering 


Cleanliness is a MUST In today’s 
hospitals, hotels, business and 
industrial buildings. Dirt is an ever 
prese nit « \perse that se nds 
Operatin costs far too high 
Far-sighted architects, builders, 
building managers and maimtlenance 
supermtendents are clipping this 
item to the manimium with VARLAR 
the beautiful practical anal 
functional wall coverim that 
does not stain that can be 
WASHED CLEAN with yust plain soap 
and water and uple 25000 tines 





without injury to surface er colors 


Actual Tests Prove 





Ce OLA wo d4TE 
CUP A Mad sas, id 
elt tra VEC TE Sa Lye . 
GEC ERED , 

PT ee 


Ce vc | sa edn ce se en ornare 
Poh 5 ae the wen 
Crwt I - ‘Find out for yourself how VARLAR 
~sS/ .  Stainproof Wall Covering can 
G “Gi - rr y solve high cost of cleanliness for 
> 1G ON J YOU. Send for FREE testing 
A Grew 
& : 
AIO 








VARLAR, Dept. MH 43 
Merchandise Mart, Chicago 54, Illinois 








Please send PREE TESTI snl f 


Hotels 


Stainproof Wall Covering 


a product of _ 


Lk Seca 


United Wallpaper, Inc., Merchandise Mart, Chicago 54, Illinois ! 
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PERMUTIT AUTOMATIC 
WATER SOFTENER 


You know how soft water kee ps linens feel- 
ing sotter and looking cleaner, how it sim- 
plifies washing. But do you have any idea 
of what Permutit-softened water means in 


terms of savings? 


| pP t© »4! on Soap, up to 


linens! 


Why the savings on soap alone are often 
enough to pay for and maintain a Permutit 
Water Softener! And the 22‘¢ linen savings 
is money in the bank. That's more than a 
fifth of your linen bill every year! 


No wonder you can hardly afford to be 
without a Permutit Fully Automatic Water 


Softener 


Write today for full information. Address 
THe Permutir COMPANY, Dept. MH-4, 
»30 West 42nd Street, New York 36, New 
York, or Permutit Company of Canada, Ltd., 
6975 Jeanne Mance St Montreal. 








Water Conditioning Headquarters For J Over 40 Years 


PERMUTIT 


, a a a a a 
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NEWS... 


visual system enables the patient to 
communicate with his nurse at any 
time, thus making his needs known 
sooner and met faster. Emergency 
situations receive immediate attention 
ind suffering is minimized. By “lis 
tening in) to each room or patient 
rea at regular intervals the nurse can 
quickly locate and attend to a patient 
in distress. In addition, the patient 
benefits from a new feeling of secu 
rity with the reassuring voice of the 
nurse if fs bedside at all times, an 
important factor in all recovery, army 
officials explained 

While the cost of the audio-visual 
nurse call system is approximately 
twice that of the light and buzzer 
system, the resulting benefits are such 
that the army surgeon general plans 
to install it in every new permanent 


irmy hospital, it was announced 


30 Illinois Schools Admit 
Negro Nursing Students 


CHICAGO.—Thirty out of 81 nurses 
training schools studied recently in 
Chicago and other areas have now 
admitted Negro students. In a com 
parable study made in 1950 only 18 
out ot 7] schools were reported to 
have admitted Negroes, according t 
i report released recently by the Illi 
nois Commission on Human Rela 
trons 

Another 33 schools which presently 
have no Negroes enrolled said that 
their schools are open to Negro ap 
plicants. There were only 25 schools 
in this category in 1950. Only five 
schools stated that their policies pro 
hibited admission to Negro students 
in the 1952 survey. as compared to 
IS in 1950 

In commenting on the survey, Rus 
sell B. Babcock, executive director of 
the commission, said 

The increase in the number of 
schools of nursing which now admit 
Negroes is encouraging, but the 
change in policy must be more than 
a paper gain. We must make sur 
that it is followed by an appreciable 
gain in enrollment of Negro students 

Particularly, in) view the cut 
rent shortage of trained nurses, young 
women of all races should be encour 
aged to enter the nursing profession 
Counselors can help by seeing to 1t 


that high school students are 


into the proper preparatory courses 
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TAYLOR 


engineer 
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plumbing & heating contractor 


GULF COAST MAR 
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ires 


HOSPITAL SITE FORMERLY A GULF CLUB 


Later construction will 


for 


Patients at MOBILE INFIRMARY, MOBILE, ALA- 
BAMA. are cheered by looking out upon ; 
wooded and grassy scene that once was a 
beautiful golf club. And visitors are excep 
tionally well served by several acres of parking space 


Inside this T-shaped, 


ultramodern hospital are excellent accommodations 


bordering winding driveways. 


for nearly 300 persons, surrounded by fac ilities and 


services beyond the usual. 


provide a nurses’ building residence, training 
and recreation. The plan contemplates an equally 
high level in designing and equipping the second unit. 
Coupled with the many innovations in this notable 
hospital are a great many superior produets, such as 
SLOAN Flush VALVES. famous through more than 10 


Here 


is more proot ol preference that explains why... 


vears for efheieney, endurance and economy 


more pe VALVES 


are sold than all other makes combined 





SLOAN VALVE COMPANY « CHICAGO: ILLINOIS 
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itically -elf-cleaning eact tis used! No clog 
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MAINTENANCE 


COSTS 


WITH 


BAKER 
CAFFOLDS 


PORTABLE 


FAST 

SAKE VERSATILE 

In hospitals, where maintenance and 
hou ekeeping tasks mist be 

chedule, 

lds are helping to maintain 

} 


rene Tal 
performed on a close time 
Baker Scath 

that time s 
tenance costs. They are quickly rolled 
into action and the absence of “X-Brac 
ing’ permits them to be used 


i rveciule and reduce Wain 


weupied ireas With a minimum 
turbance they easily span 
beads ind equipment Stauirwavs 0 
even Hoor surfaces present no problem 
to Baker S« iffolds, because thre plat 
formas are idjustable for height at either 
end—assuring a level platform for tast 
safe and efficient work Hundreds of 
hospitals from coast to coast have found 
that Baker Scaflolds have qua kly paid 
for themselves in surprisingly short 
tirnne 

WRITE FOR BULLETIN 532 


Listed Under Reexamination 
Service, Underwriters Labora 
tories, Inc. Distributors in prin 
cipal cities 


BAKER-ROOS inc. 


602 W. Mc CARTY STREET 
INDIANAPOLIS 6 INDIANA 


NEWS... 


Buzz Sessions Conclude 
Wisconsin Meeting 


Continued From Pa 


ways and means they can help 
sts and make more efficient 

ersonnel. This gets the 
sted. Miss Wright also em 
the importance of making a 
of patient opinion and employe 

on before work is started 

In discussing the correlation — be 
tween the central sterile supply room 
and the various nursing units, Miss 


Wright urged that a 


of all central sterile standard supply 


’4 hour supply 
irems used on the nursing unit be 
kept on each unit. She said that ex 
perience has proved that keeping such 


i supply on hand will greatly reduce 


| 


the number of requisitions and the 


umount Of Messenper service neede {to 
handle the work in the nursing unit 
Dave ©. Reynolds of Madison Gen 
eral Hospital, Madison, d 
work an active hospital council in the 
done to vet adequate payment 
tor indigents from the Dane County 


Welfare Madison 


HOspit 1 gro P pr pose 1 that the by al 1 


Department Lhe 


of supervisors of Dane County pay 
the hospitals on the basis of their res 
ular ward billings, less a discount of 


per cent. Following negotiations, 1 


wreed that regular ward billings 
discount of 10 per cent would 

be the method of payment This has 
resulted in a substantial increase in 
the payment trom the Dane County 
Weltare Department to the hospitals 
The association's regular yearly 
award of merit was made to Grace 7 


Cratts, who recently retired as admin 
istrator Of Madison General Hospital 
Because Miss Crafts was out of 
country on vacation, the award 
iccepted her behalf by 
E. Norby 

Dr. Edwin | 


the American Hospital Association and 


Jose ph 


Crosby, president of 
director of the Joint Commission on 
the Accreditats n of Hospitals Was 
the luncheon speaker Dr. Crosby 
urged hospital people to bring the 
spiritual aspects of their hves into 
their work. Listing important areas 
of a hospital in which research ts 
needed, he picked out medical staff 
relations as one of the more impor 
rant problem areas He stressed the 


importance of establishing — the pre 
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Casters 








Darnell Hospital 
Casters offer 
ease of move- 
ment, quietness, 
floor protection. 
Also there are 
many forms of 
adaptation to all 
types of furni- 
ture, such as the 
4-L type metal tube fitting. 
Easily installed, the 4-L 
will fit the three popular 
size bed tubings: 1.9" 
round, |'/2"' square, and 
Graceline tubing. 


Free Manual 


DARNELL CORPORATION, LTD. 
DOWNEY (LOS ANGELES COUNTY) CALIFORNIA 
60 WALKER STREET, NEW YORK 13, NEW YORK 
36 NORTH CLINTON STREET, CHICAGO 6, ILLINOIS 
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We Guarantee 


Weldwood® Fire Doors 
and Weldwood Stay- 
Strate Doors unquali- These Weldwood Stay-Strate 
fiedly FOR LIFE as Inte- Doors, in the Fitkin Memorial 
rior or Exterior Doors!” Hospital, Asbury Park, N. J., 
combine birch faces on one 
side with walnut faces on Lever House, New York City, 


the other. The walnut mold combines safety and beauty 
e liafan ee ings lend a traditional pan in’ Weldwood Fire Doors 
eled effect. Architects: Ferrenz Architects: Skidmore, Ow 
° & Taylor ings & Merrill 
that the doors, if prop- — Ngee mete 
erly installed, will not 
warp, bind or stick in 


summer. : You are always safe when you specify 


We Guarantee «~~ Weldwood Fire Doors 


that the doors will not 
shrink or rattle in winter. 

And if any Weldwood St y-St t D 
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hardwood face veneers, gives you protection, beauty, 


to replace it without 
charge ... including all 
labor costs involved. resistance to vermin and deeay, low initial and 

Weldwood Fire Doors carry 


maximum durability, dimensional stability. 


the Underwriters Laborato maimtenance Costs, 
ries Class B and C Labels for 


inferior use The Weldwood Stay-Strate Door offers the same 
advantages except that the edge banding is not 
fireproofed, It is specified for unclassified openings as 


the perfect complement to the Weldwood Fire Door. 
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DAHLBERG HOSPITAL PILLOW RADIO SERVICE 


APPROVED! 


Now Over 1,025 Dahlberg 
Installations in Leading Hospitals 
Throughout the United States 


FREE RADIO SERVICE FOR YOUR HOSPITAL! 
Eliminate Radio Noise!—Enjoy a Quiet Hospital!—Profit 
Without Investment!—Dahlberg provides: (1) A Dahlberg Con- 
trolled V olume Pillow Radio for each patient; (2) Local radio service ; 
(3) Steady monthly income. Save nurses’ time, keep patients happy, 
free yourself of radio problems without cost or responsibility. No 
billing—No bookkeeping—No rental—No wiring. Write for full details 
and FREE RADIO SURVEY. 


IT’S QUIET! Only one patient 
hears the Dahlberg Controlled- 
Volume Pillow Radio. 

NEW COLORS! Blend with room 


decoration. 


PILLOW RADIO SERVICE 


THE DAHLBERG COMPANY * GOLDEN VALLEY * MINNEAPOLIS 22, MINN. 
World's Largest Manufacturers of Hospital Pillow Radios 
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posed institute of hospital affairs to 
carry on the research needed in the 
hospital field 

Most of the afternoon was given 
over to a ‘buzz session,” with George 
Bugbee of the American Hospital 
Association as its guide. After some 
preliminary discussions, the audience 
voted to carry the following problems 
into separate buzz sessions: (1) short 
age of nursing staff at all levels; (2) 
high cost of hospital care; (3) prob 
lems of training hospital personnel 
adequately for their jobs, and (4) 
administrative delegation of duties 
tO assistants 

The buzz session on lack of nursing 
personnel pointed up the fact that in 
telligent, trained, well informed, and 
supervised personnel can make better 
use of available personnel. Miss An 
derson, director of nurses at Columbia 
Hospital, Milwaukee, declared that hos 
pitals have failed to use public and 
private educational facilities to the 
full extent in the training of prac 
tical nurses. One of the keys to the 
solution of the nurse shortage, she 
declared, is the formation of many new 
schools for practical nurses. She thinks 
these schools can be operated best in 
cooperation with public educational 
facilities 

One group recommended that hos 
pitals stop thinking that their costs are 
too high and begin telling the public 
just how hospital costs develop. The 
group recommended that hospitals 
point out that their rates are really a 
bargain, when compared to other 
things that the public buys. E. W 
Jones, vice president of the Modern 
Hospital Publishing Company, Inc 
pointed out that the present average 
cost of $20 a day in the acute short 
term general hospital means only 84 
cents an hour for high grade patient 
care. However, we must not overlook 
any Opportunity to reduce costs, he 
said, calling attention to the methods 
engineering and job analysis work 
done by Marion Wright and Professor 
Clark at Harper Hospital and the 
even more extensive studies being 
made by the Cleveland Hospital Coun 
cil as essential to major economies in 
hospital operation 

Mr. Jones predicted that even with 
the most extensive type of manage 
ment engineering studies we would 
probably be unable to reduce costs 
per patient per day by more than 


per cent. It is important, he said 
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in wrought iron 





THIS IS OUR SKYLINE... 


ROUGHT IRON ... designed especially for indoor use. 
Good-looking, to be sure... and ever so practical. The chairs have 
stainless steel glides en ased in rubber to protect your floors. 
The glass table-tops rest on patented rubber cushions set 
into table frames, eliminating noise and breakage. 
The sectional seating units are designed so they can be attached 
by a single standard bolt and nut to produce an integral unit 
of any combination of sections. Shown here covered in Duran. . 
which is resistant to water, alcohol, oil. grease and fading. NEW YORK: ONE PARK AVENUT 


MERCHANDISE MARKT 


LEE L. WOODARD SONS OWOSSO, MICHIGAN STO" VEWBURY STREET 
‘ BEVERLY BOULLENVAKD 


for catalogue or information—write Dept. C , ' 2 SUTTER STREET 
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ALCONOX 


Outsells All Other 
HOSPITAL and LABORATORY 
DETERGENTS 


Here, in one compound you have a com- 
AVAILABLE IN 
pletely balanced and homogeneous blend 
Gen of 3 Io $1.9 of the finest cleansing agents that modern 
Carton (1243 1b.)ea 18.00 science has yet produced. 
Bag of 50 Ib. ib 40 


Drum of 100 tb. Ib 40 


Economical too . . . Costs less than 2’ cents 
per gallon of active cleanser. 
Barrel of 300 Ib. Ib 37 


Convince Yourself—Try It 
Slightly higher 


on Pacific Coast Samples and literature immediately upon 


request 


Dept. MH4 


Bs: ” ’ ) 
| auconox | 
sae. 


inant 











| HORNER ANTI-SHRINK 


HOSPITAL BLANKET 
CUTS SHRINKAGE 83% 


Repeated tests under average hospital 


laundry procedures prove that the revolutionary 
new Horner Anti-Shrink treatment process actually 
reduces blanket shrinkage as much as 84% Y et, 
Horner Anti-Shrink Blankets retain their deep, 

solt nap, “warmth without weight” and original 
beauty after scores of launderings. They'll help 
you cut blanket maintenance and replacement costs 


to the very minimum! 
MAIL COUPON TODAY! 


HORNER WOOLEN MILLS * EATON RAPIDS 1, MICH 
Please send information and swatches of yo 
hospit il blankets 





HOSPITAI 
COUPON Sie 
cCrry 
JONI STATE 


ADMINISTRATOR 








err ree 


NEWS... 


that the public know about such stud 
ies so they will realize that every 
possible effort is being made to op 
erate hospitals on an efficient basis 

Riley McDavid, idministrator of 
Kenosha Hospital, Kenosha, urged hos 
pital people to do a more efficient 
job of purchasing. He called atten 
tion to the excellent material on 
simplification and standardization in 
the American Hospital Association's 
administrative guide issue and 
Hospital Purchasing Fi 


Active cooperation from. staff doc 


the 


tors is essential to obtaining full re 
sults from. any ty pe ot empl ve 
training program, it was pointed out 
at the session on personnel training 
Mr Jones urged that wherever pos 
sible hospitals get in touch with unt 
versities or colleges in their areas t 
see if they can offer facilities tor 
supervisory training programs. He 
discussed the work of the American 
Hospital Associati ns commission On 
human relations in the hospital o 
ganization and the study being 
for this ce mmission by the department 
of labor and industrial relations at 
Cornell University. He said the com 
mission hopes that the Cornell studies 
will result in an excellent guide to 
hospital people in setting up super 
visory traming programs 

The buzz session discussing the dele 
vation of responsibilities tf assistants 
by the administrators was reported on 


by Sister Thomas of the college of 


nursing, Marquette University. Ad 


ministrators must make their assistants 


understand that their advice and 


criti 
cism are really wanted, the grout 
stressed. It is necessary that the admin 


“i ] t ] 
istrator first have i cléar-cu under 


standing as to the position of his 


trustees, his assistants, and 


the statt 
doctors in the whole function of 
policy-making and actual administer: 
tion 

The following otticers were elected 
president, the Rev. A. H. Schmeuszer 
administrator of Evangelical Deaconess 
Hospital, Milwaukee; president-elect 
Mary Evans, administrator of Beloit 
Municipal Hospital first ViIc¢ pres! 
denr, David C. Reynold, administrator 
of Madison General Hospital; second 
vice president, Riley McDavid, admin 
istrator of Kenosha H« Spital, treasurer 
Robert E. Griffiths, administrator 
the Burlington Memorial Hospital 
trustee, Edmond Goebel, directo 
the ( athe 11 He spital Di CCSE 


f 
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great new idea in paper service 


An all-purpose container that’s plastic coated! 


Al LAST! 
HOT COFFEE 
‘/ IN A CONTAINER 
Y WITH NO 
PAPER TASTE 


Stacks « ; 
but does not 
stick » 


= 


ie > ee ‘SEALRIGHT 
— PERE cea Saggy comen 


Your 
Protection 


Se e 
“ . ase ©... 


# 
Hospitals which have already discovered this lri ht 
plastic coated paper container say the Alservis ea 
is “a natural” for both room service and in en — 
cafeterias and lunchrooms. Think of it! You 


can both heat and serve food right in the same A LS b RV | S 


container and, when it’s empty, it’s easily dis- 

posable. The Alservis saves time, money and, of N ¥ 6 T » L c / 

course, eliminates both dish inventory and 4 
4 


dishwashing. 


4 


The Plastic Coated 7 < 
: ! 4 4 of 

Paper Container with if ay a 2? 
the Porcelain-like / o* > ‘yo? 
finish Cit ws 

Its plastic coating not only provides a porce- ro © os 3* 
lain-like rim to drink from, but also enables it ra Ra 
to hold all the true flavor of coffee, soups and N 
other hot liquids without wilting or dripping. 


Here’s a container that you can use for all 
manner of hot prepared foods, including those 


with gravies, greases and sauces 


Oswego Falls Corp.—Sealright Co., Inc., Fulton, N. Y., Kansas City, 
Kansas—Sealright Pacific Ltd. Los Angeles, California—Canadian 
Sealright Co., Ltd., Peterborough, Ontario, Canada 


Vol. 80. No. 4, April 1953 








Sidney J. Thompson is now admini Dr. Thomas B. Spencer and Tracy 
ABOUT PEOPLE rat Der ney OS] F. Storch have been ippomnted assistant 
( tinued I ) vt \nal lirectors of New York Hospital, New 
York City Both have been member 

the hos] » staff 
pencer is ¢ ctor ol the 

irtment and Mr. Storch as 

rvice ind supple 

Or New Yort Hospita 
bel tI ( pat Ldim trati rved pe r Was kecutive director of 


1, tr ' { ’ , r ] 
diinistrats ( vie ye ‘ purch ‘ yen ! en ) ml on medica CIENCEeS 


t 


Harry Franklin Ha 


Hlospuit Nie rsa i pout Wa ny } n : earch and Dx eloy ment Board, Dey irt 


Norman M. Brayshaw | in ati residet i I ’ ment of Detense. Mr. Storch, a graduate 


‘ OUTNEe! IHVLIENESUL I n DAPLTS t the School ot Public Health, Colum 


aL { , l \ 1 ) ersity, previously was director 


North Country Hospitals in 


New York, which = included 
at Gnouverneur Canton and 
xandria Bay 


Genevieve Jeffreys is the newly ap 


| | tr 


{ Y e pomted rdministrator ot Crawtore 
READ tH move We County \Mlemorta Hlospita Denison 
{ ——_ 
> 


lowa 


¥ ° Thomas Vaughn Noland, who r 
R | H ll We ntiy returned trom a tour of active 
a —_ du in the air forces, has been named 
idministrator ot the new Claiborne 

County Hospital, Port Gibson, Miss. 


Dr. George D. Kettelkamp, superin 


tendent and medical director ot Robert 
Koch Hospital, Koch, Mo., since 1929 
has retired. Dr. Kettelkamp has been 


wr the last 


When the new Kewaunee equ pped General ‘ : Dr. David B. Wilson has been named 
Hospital at Wichita Falls, Texas was ready to ’ - = director of the University of Mississippi 


I 


admit patients, every staff-member and visitor 
t 


spital a ( truction 
was impressed with the efficiency of layout < om J a ‘ja nie under OUST UCTIO! - 
Jackson Phe hospital will be a part 
ot the state medical colle £7 ind center 
re , . 1 rj. ; 
Here again Kewaunee Engi is. Wileon who tes there sececied 
neers had done the kind of a 
job that has won them top rec- 


ognition in the Hospital Equip- 


with the Mississippi Commission on 


Hospital Care since 1951, 1s a nominee 


ot the American College of Hos} al 


ment tield 
\dm nistrators 


You see “Kewaunee” means 
much more than a fine line of William I. Leonard, the new superin 
Cabinets, Cases and Labora- tendent of the Burlington County 
tory Tables and Desks. It ts an Mental Hospital, New Lisbon, N.] 
honored name tor a nationwide 1" 

will contuunue his other duties as super 


service. Kewaunee Laboratory : ts 
imtendent of the Burlington County 


Weltare Home, New Lisbon Mr 


Experts engineer into every job 
details of refinement and con- 
venience which reflect credit on | eonard has been superintendent it the 
the Architect, Builder and Hos- weltare home since 1942. In his new 
pital Management position Mi | con ird SUCCEE le ad Walte: 


Whether the job you have T. Stewart, who died last October 
ahead ts furnishing a new Hos V 6 ; 
7 0 a é mis resivl l i 

pital or refurnishing one already ernon Stutzman IS TESINEes 
in use. remember that idmunistrator of Staten Island Hospital, 
Staten Island, N.Y., to become assistant 
Kewaunee "Know-How" is as Priceless 


| 
director ot the Methodist Hospital ot 
os Kewaunee Equipment is Matchless = : t 


Brooklyn, N.Y. His successor at Staten 
Island is John F. Miller, tormerly ad 
ninistrator of Union Hospital, Dover 
Ohio. Mr. Miller will be succeeded at 


5023 S. Center St. * Adrian, Michigan Union Ho pital by Harold P. Alden, 
thy 


, 
Manufacturers of wood and meta! laboratory equipment formerly adminis Gsreen ss bv 


Representatives in Principal Cities Hlospital. San Francisco \ll three men 
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y4 dele 


ASPHALT 
TILE IS 

BUILT BETTER 
TO LAST 
LONGER 





Whatever the floor area, be it office, ward. private room ot corridor 
\zrock Asphalt Tile answers your floor problem and answers it better 
than ordinary asphalt tiles. Why? Because its denser structure, better 
colors, and smoother surface put it in a class by itself. 


IA LIAG is long-wearing its rugged asphalt-asbestos composition will 


stand heavy trafhie and tough usage for many years. 


FWA SIA is good-looking with the kind of smart, bright colors that 


lift the spirits of both patient and nurse. 


IWATA is smooth-surfaced —to make it easier, quicker and more 


economical to clean and keep clean. 


WA S9I4.@ is low-cost — with all its premium qualities, it costs you no 


more than ordinary asphalt tile. 


Phere’s an Azrock Flooring Product to meet the needs of every special- 
ized hospital area. Write for a free copy of the new Azrock Floor 
Products catalog — it tells you how Azrock Floor Products can solve 
your hospital flooring problems. Ask for samples and the name of the 
nearest Azrock Flooring Contractor. 


UVALDE ROCK ASPHALT CO. 


FROST BANK BUILDING SAN ANTONIO, TEXAS 
Makers of AZROCK © AZPHLEX ¢ VINA-LUX ©¢ DURACO 


*Azrock Makes Fine Floors” 





Outstandin 
new Hospitals 
choose 


ad D4 


Equipped Kitchens 


Architects 


Chicago State Tuberculosis Hospital, Damen Ave Chicago 
C. Herrick Hammond. State Architect 


tinal 


Albert Pick Co., Inc. announces the 
recent completion of the installation of 
four outstanding, modern Hospital Kitchen 
Installations. Equipment was designed and 
constructed to meet the special require 
ments of each hospital. Our Engineering 
and Production staff can take care of 
your feeding problems as it has these 
four hospitals and others for many 

years 
Your 
inquires 


invited 


Veterans Administration 
Hospital Chicago 
Veterans Administi ation 
Architects 


St. Luke's Hospital 
Davenport lowa 


Schmidt. Garden & 
Erikson. Architects 


Vor further information write Dept. J 


aLBERT PICK Co.1Nc. 


2159 PERSHING ROAD, CHICAGO * 


umbia Uni 


course in hospital administration. 


Mr. Stutzman served his administra 
e residency at the Jewssh Hospital 
Brooklyn N.Y He was later 
ippointed assistant director of the in 
titution Lie 1 i member ol the 
\merican College of Hospital Adminis 
trator nad a persona member of the 
American Hospital Association. Mr 
Miller and Mr. Alden are both nomi 
nees of the American College of Hos 
\dmunistrator 
Ralph L. Outten has been named 
idministrator of South Side Hospital, 
ucceeding Gertrude L. 
Heatly, whose death wa reported m 
the March issue Mr. Outten has been 
Montehore Hos 


il, Pittsburgh, tor the last seven 


1 stant director ol 


il ind betore then was associated 
with the Memorial Hospital Wilming 
ton, Del 
i member ol the \merican Hospital 
\ssociation, the Hospital Association of 
Pennsylvania and the Southwestern 
Ho pital Conterence of Pennsylvania. 

Harry J. Tamplain is the new as 

nt director of Foundation Hospital 
of Alton Ochsner Medical Foundation 
New Orleans. Mr. Tamplain was ap 
pointed chiet accountant at Foundation 
Hospital on Sept. 1, 1948, and adminis 
trative assistant on Oct. 1, 1952 

Frank B. Adair 

the new admin 
istrator ot Robert 
R. Moton Hospi 
tal Fulsa, 
which is now a 
chartered volun 
tary stitution, 

Mi Adair, who 
was the first Ne 


vro to serve an idan strative residency 


Frank B. Adair 


m oan American oluntary he spital, 


Sydenham Hospital of New York City, 
has ilso served is assistant director ind 
ating director of Sydenham, and later 
is admunistrator ? Community Hos 
pital, Wilmington, N«( 

Richard Collett 
assumed his new 
duties \pril 1 as 
tiny director of 
Long Island Col 
le ue Hlospuit 1 - 
Brooklyn, N.Y 
Le succeeded Ber- 
nard McDermott, 

Richard Collett 

director ot the 
hospital tor 19 years, whose retirement 
March 31 was announced in the March 
ISSUE \iy Collett. who yoined— the 


| 
hospital idmunistratt n 


is assistant director He 1s 


practically 
indestructible 
and quiet... 
Kys-ite 
molded 


plastic 
tableware 
for constant 
hospital use 


» times stronger than 
ordinary plastics, Kys-ite is 
tough to chip or crack 
stacking, carrying and wash- 
ing can be done at top speed 
without any danger. Light- 
weight, quiet, eliminating all 
noisy clatter. Can be sterilized 
indefinitely without warping 
or dimming its lustrous color 
Stain-resistant tableware in 


maple olor: redorbrowntrays 


= 
50'™ ANNIVERSARY 1903-1953 


Keyes Fibre Sales Corporation 
Dept. MH, 420 Lexington Ave 
New York 17, N.Y 


Please send complete information on 
_] Kys-ite Tableware [) Kys-ite Trays 
NAME POSITION 

NAME OF HOSPITAL 

ADDRESS 


CITY ZONE 
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WHEN A GOOD APPETITE IS PART OF THE CURE 


lh 


“~— 


CAN MAKE THE DIFFERENCE 


e¢ Quiet Atmosphere 
e Better Sanitation 
e Inviting \ppearance 


e (greater Protection From Spillave 


Simtes Nap ry stavs gleaming white and fresh longer. 


thanks to the exclusive Baseo finish 


. SIMTEX MILLS, Division of Simmons Company, 40 WORTH STREET, NEW YORK 13, N. Y. 
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"LOOK-A DISINFECTANT WITH A 
‘BUILT-IN’ GREASE REMOVER!" 
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NEW, POWER- PACKED 
FULLTROL Detergent-Senitizer 


= 


A POWERFUL DISINFECTANT ...a sure germ-killer. Phenol 
coefficient 12.5. Use it for sterilizing surgical instruments, disin- 
fecting food processing and handling equipment, sinks, toilets, 
waste disposal closets, rubber gloves. Non-toxic, non-irritating 


when diluted as directed. 


A GREASE-REMOVING CLEANER .. . contains a special detergent 
for removing oil and grease from walls, floors, counters, other 


non-porous surfaces. 
A NEUTRALIZING DEODORANT .. . deodorizes by removing the 
cause of the odor. Leaves no “cover up” scent. 


Get acquainted with this remarkable new product. 
Call your nearest Fuller Brush Industrial Repre- 


sentative, or write. 


INDUSTRIAL DIVISION 
BRUSH CO. 


3629 MAIN STREET © HARTFORD 2. CONN. 


Power driven brushes, Factory & Institutional cleaning tools, Waxes & Detergents 


been assistant director tor the last 
even years. He is president of the 
Hospital Purchas ny ( lub ot New 
York City, and a member of the re 
earch committee of the Hospital Bu 
reau of Standards and Supplies and ot 
the Hospital Council ot Brooklyn. 
Leslie Pinckney Hill is the new ad 
ministrator ot Mercy Douglass Hospi 
tal, Philadelphia 
Opal C. Darling, R.N., has been 
named administrator of Memorial Hos 
pital at Sedro Woolley, Wash., succeed 
inv Gertrude Linn, who has been asso 
crated with the hospital for the last 
’l year 
Carl Ibach, tormerly business man 
iver at the hospital, has resigned to be 
come othcer manager at Vancouver 
Memorial Hos} ital, Vancouver, Wash 
Robert T. Besserer, administrator of 
Winter Haven Hospital, Winter Haven, 
Ila., since 1948, has resigned to accept 
i osumilar position at the new Hall 
County Hospital, Gainesville, Ga., suc 
ceeding W. N. Walters, whose retire 
ment was announced in’ the March 
Hle is a nominee of the Amer 


of Hospital Administra 


B. Shipp has succeeded R. Ee 
Anderson as administrator at Skyline 
Hospital, White Salmon, Wash. Mr 


Shipp previously was ad 


ministrator oO 
the Glacier County Memorial Hospital, 
Cut Bank, Mont., a position he held 


j 


for three and a halt years 


Thomas Bess Jr. has been appointed 
wimunistrator of Gnaden Huetten Me 
mortal Hospital Lehighton, Pa. For 
the last seven years he has heen admin 
istrator otf Potomac Valley Hospital 
Keyser, W.Va. He ts a director and 
ie president of the West Virginia 
Hospital Association and otf the | pper 
Monongahela Hospital Association 

Nelson Ammons is the new admin 
istrator of Olympic Memorial Hos 
pital, Port Angeles, Wash., succeeding 
Willis Parr, acting administrator tor 
several months. Mr. Ammons was pre 
iously administrator of Samaritan Hos 

al, Nampa, Idaho, tor 10 years. He 
Is a past president ot the Idaho Hos 
pital Association and a member of the 
American College of Hospital Admin 
itrators 

Robert E. Wallace is now adminis 
trator of Wood River Township Hos 
pital, Wood River, [ll Formerly, he 
Va issistant idmuinistrator ol Bever 
Memorial Hlospital, Ypsilanti, Mich 

Dr. Arthur K. Besley has resigned 
is administrator of Uniontown Hos 


pital | HIiontown, Pa i position he has 
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AUTO-LOK answers all hospital requirements 
... today’s hospitals can have window walls 
of light with ventilation controlled to 

patients’ needs ... which close ten times tighter 
than generally accepted standards to 


reduce heating and air conditioning costs. 


Select the only hospital windows of today 
which meet the demands of the future! 


Write us for complete information 


LUDMAN LEADS 7+ae 


This huge new plant emphasizes Ludman's proven 
window engineering leadership, and provides facilities 
for research, design, AND PRODUCTION ... without equal. 


LUDMAN CORPORATION is especially grateful to 

those men of medicine... and the architects and builders 
of hospitals ... who, for so long a time, insisted 

a window could be made which would meet all modern 
hospital requirements. Their immediate acceptance of 
Auto-Lok as the ideal hospital window has been 


greatly responsible for the building of this great new plant. 


0-10 


ALUMINUM WINDOWS 


WORLD'S LARGEST PLANT 
MANUFACTURING 
AWNING WINDOWS AND JALOUSIES 


Easiest maintenance. All glass can be 
cleaned from inside, top vents, too. 
Guaranteed for a lifetime of trouble-free 


service. One hand, feather-touch operation. 


uD MAN ybaliby 


BOX 4541, DEPT. MH-4 MIAMI, FLORIDA 


wortutoD iN window ENGINEERING 





} 


( 


| 
r 


soldblum, 


wiininistrator 


Marvin J. 


stant exe 


he 


Department Heads 


pomted i 


Dr. Ralph Friedlander 


the tull-tume 


a meTH 


Fried 


«i 
it the \ 


ition Hos} tal, 


surgery 
Brooklyn 
i issociate | 
Inver 
ersitv Co 
Dr. ried 
M.D. deg 


traint 


Hos; ital, 


Mount 


{ 
hia 


op OF CHOICE” FOR THE 


A SKIN PREPARATION 
£0 TENy. 


with HEXACHLOROPHENE 0.75% 


(2% of soap content) 


ANTISEPTIC LIQUID SOAP 


Extensive studies by Kraiss! (1) dem- 
onstrate the superiority of SEPTISOL 
with Hexachlorophene over customary 
methods of skin preparation ... prove 
that SEPTISOL is more effective yet not 
irritating. 

Note these advantages of Septisol for 
preoperative preparation of the skin: 
GREATER BACTERICIDAL EFFICIENCY 
— Studies (1) of 9,000 tests on highly con- 
taminated skin show that a soap such as 
SEPTISOL provides superior bacterio- 
static efficiency. 

NO IRRITATION—Clinical use of SEP- 
TISOL in more than 1,500 preoperative 
skin preporations (1) revealed only one 
instance of irritation in the prepored area. 
EASY TO USE — SEPTISOL eliminotes 
preparation of complicated solutions . . . 
provides thorough cleansing in addition to 
antiseptic action. a4 


For the Surgeon's Preoperative Wash 
If you are not already using SEPTISOL in 
your scrub-rooms, we urge you fo try this 
surgical soap that assures surgical clean- 
liness with only a 3-minute brushless scrub. 


chlor 
ostatic Agent 


gery 


METHOD OF 
CLINICAL USE 


Twenty-four hours before 
the operation, wash the skin 
area thoroughly with a 
moist sponge and SEPTISOL 
(undiluted) 
produced for skin shaving 
which may be _ performed 
at the same time. Wipe off 
the lather and cover with a 
towel 


Ample lather is 


sterile Immediately 
before the operation, re- 
peat the SEPTISOL wash 
using two lathering periods 
of 1% minutes each for a 
total exposure of 3 min- 
excess 
towel. 


utes. Remove soap 
with a The 
operative field is then iso- 
lated with sterile 
the usual manner. No other 


antiseptic 


sterile 
towels in 


solutions are re- 
quired 

(1) Kroiss!, Cornelius J, M.0., F 
Hockensack r 


Laboratory 


New Jersey 

Evaluation of G-1] 

ative Skin Bacte 
Plastic and Reconstructive 


6, June, 19 


phene) as a Preope 


v 5, Ne 


VESTAL™ 


ST. LOUIS 10, MO. 


eterans 


N.Y 


imact 


NX; 


el 


) 


| 


Ad 


ity. 


; 
hHca 
i senior 
Ameri il 

liplor t 

i diplomat 

ot Surgery 
member ot the 


| hor i¢ 


he is also at 
\mer! in \ x 
S 


sociale 
mation lor 
very 

seph J. Hayes Jr. has assumed his 


as controller and assist 


ul 
Jc 
new duties 
Dr. Raymond S. Leopold, executiy« 
ce pre sident of Hahnemann Hospital, 
Philadelphia. Mr. Haves was tormerly 
assistant idmunistrator ol Women 
Medical Colle ure Hos} ital, Philacde ly hia 
He 1 


chairman. of 


init te 


and 


Pur 


i certified public accountant 
the Philadelphia 
chasing Group 
Mabel F. Selfe 

has be en 
pointed director of 
nursing at Cle 
land Clinic | 
pital Ch 
Miss Selte 


\¢ 
los 
} 
veland 
Was di 
rector oO nursing 


ind assistant 
superintendent if 
Manstield General 


( Ihio 


Hospit il, Mansfield, 


1936 to 1946 and. previ 


issistant d 


Ho 


from 
had 
nursing at St La 
land, for Six 


Miss 


Creek 


ously been rector ol 


ike’s spital, ¢ leve 
years 

Battle 
Bat 
member ol the 


the 


Selte, i vgraduate ol 


College school ot 
tle Creek, Mich., ts a 
National League ot Nursing 
Ohio State Nurses Assoc 


Benson, 


nursing, 


and 
R.N., 1s 
the 


ise ases 


the 


Margaret E. 


ippointed chiet ot inrec 


and 


newly 


tious tropical nursing 


Center at the 


Le alth of 


Service 


section of the Clinical 
National Institutes of 
U.S Publi Health 


Center 1s a 


the 
The 
facility near 


Clinical new 


iny completion on the grounds of the 
National Institutes of Health, Bethesda 
Mad. Miss Benson, who directed a study 
ot nursing in the state of Minnesota in 
1948. was 
to the Di 
Bureau otf Medical Services, U.S ublic 
Health Service in 1951 


Phil Holimann has assumed his new 


appointed special consultant 


sion otf Nursing Resources. 


' 


duties as building service manager a 
Passavant Memorial Hospital, Chi ago 
Clark. Be 
ore joining the staff of Passavant, Mr 


| dye 


tormerly 


succeeding Linda Benson 


issoclh ad with 
Chicago. He 


Cserman per 


Army Hos 


' 
Hlolimann was 
Vater Hospital, 
erved as administrator ot 


onnel in the YSth General 


pital in Germany 


Mary Lou Shaw, assistant house 


r the ast two years at Passa 
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BASEBOARD HEATING PANELS 
provide superior comfort... 


save valuable floor space 


IN THE MONTROSE MEDICAL CENTER of! Montrose, Colorado, 
American-Standard baseboard heating panels provide both supertor 
THIS EXBROOK BOILER t lenty of I 
te eR Eee or heating comtort and outstanding good looks. This lobby tnstallation 
shows how trim, attractive panels take the place of regular wood 


baseboards, leaving valuable wall and floor space completely usable 


Space-saving baseboard heating panels deliver clean, uniform 
warmth from floor to ceiling. They're ideal for use with large glass 
areas such as picture windows. Two types of American-Standard 
baseboard panels are available: Radiantrim panels (illustrated) 


provide both radiant and convected heat can be used with hot 
water or steam systems. Heatrim panels, for use with forced circula 
tion hot water systems only, provide convected heat 
There's a complete line of American-Standard heating equipment, 
and plumbing fixtures, too, designed to meet the most rigid hospital 
quirements. Whether you're modernizing or building a new hos 


pital, you ll find the exact products to fit your needs 


a” $7, 
x *, 


AMERICAN-STANDARD PLUMBING FIXTURES were 
Montrose Medic enter too. TI 
{ treamline 
loset. bot! 
nuine vilre 


awetion for 


American Radiator & Standard Sanitary Corporation, P. O. Box 1226, Pittsburgh 30, Pa. 
Seung home and industry 


AMERICAN-STANDARD + AMERICAN BLOWER + CHURCH SEATS & WALL TILE + DETROIT CONTROLS + KEWANEE BOILERS «+ ROSS EXCHANGERS 
Vo BO. No. 4, Apr 1953 201 
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LEONARD ‘nite 
Vhtmanilaiie 1913-1957 


WATER MIXING VALVES 


The Standard of Excellence 
for SHOWER MIXING VALVES 


For accurate control of show 
ers, sitz baths, X-ray sinks, 
arm and leg baths, in fact 
wherever water temperature 
is to be controlled, there is a 
LEONARD VALVE ‘Designed 


for the Installatior 


Write for Catalog K 


Represer 


LEONARD VALVE COMPANY 


1360 Elmwood Avenue, Cranston/7, R. |. 


No adjustments to make 
no filter to change when 
witching to wet pick-up 
work. Moisture in vacuum 
air-stream cannot damage 
Hitp Bi-Pass Motor. Special 
attachments for score of 
clean-up job 


LOOK AT ALL THE \ 


JOBS IT CAN DO FOR YOU! 
Sweeps floors “with air’! | MAINTENANCE | 


Takes up scrubbing solution from | EQUIPMENT & SUPPLIES 


floors...no rinsing or mopping HILD FLOOR MACHINE CO 

Vacuums dust from ceilings, walls, 740 W. Washington Blvd., Chicago 6, Ill 
blinds, overhead pipes, air ducts, Send cireular on Http Vacuun 
motors, etc. Hi-up Extension elimi- Send cireular on Http Floor Mactl 
nates use of ladders or scaffolds 
Dries areas flooded by overflowing 
toilets, etc. 
Vacuums rugs, carpets and up- 
holstery 

saves time and trouble on scores 

of other jobs 





vant ha accepted the position of execu 
tive housekeeper at the Louis Weiss 


Memorial Hospital, Chicago. 


Miscellaneous 


Dr. Louis L. Williams Jr., a career 
otheer of the U.S. Public Health Ser 
ice since 1915, has retired. At the time 
of his retirement he was chief of the 
Division of International Health, a 

he had held since 1948 \ 

list in malaria control research tor 
irs, Dr. Williams was a member 

the U.S. Delegation to the Inter 
national Health Conterence in New 
York in 1946; a delegate to the Pan 
American Sanitary Conterence in Cara 
cas, Venezuela, in 1947, and a mem 
ber of the organizing committee, fourth 
International Congress on ropical 
Medicine and Malaria in 1947. He 1s 
i member of the American Academy 

Propical Medicine, American Medi 
cal Association; American Public Health 
\ssociation, the board of directors of 
the Gorgas Memorial Institute ot 
Tropical and Preventive Medicine, and 
i fellow of the American Association 
tor the Advancement of Science He 
also is a past president of the Nationa 
Malaria Society and of the American 
Society of Tropical Medicine 

Samuel S. Virts, public relations and 
personnel director of St. Mary's Ho 
pital, Evansville, Ind... has resigned 
He will establish a consulting firm i 
hospital personnel and 


in San Jose, Calit. Mr. Virts, who has 


public relations 


heen serving as secretary of the | 


1 


ile Area Hospital Council, 
succeeded in that position by 
McDonald, business manager of Good 
Samaritan Hospital, Vincennes, Ind 

Dr. Charles U. Letourneau has bee: 
named associate director of the hos 
pital administration program and pro 
tessorial lecturer it Northwestern 
University. Dr. Letourneau, who re 

ved his master’s degree in hospital 
administration at = Northwestern = in 
ISS], is secretary of the council on 
protessional practice Ol the \merican 
Hospital \ssociation § i 
jumior intern in 1937-38 and admitting 
otheer in 1939 at Montreal General 
Hospital, Montreal, Que From 
to 1946 Dr. Letourneau | 
medical branch Or thy val inadian 
Army wr the tollowing tour years, 

attended North 

western nN \A superin 
tendent 
Montreal 

Susan S. Jenkins, execut 


the Kansas City \rea 
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... the extra ingredient 
that makes nutritious foods delicious foods! 








You l/ tind, also, that every 


Those who are professionally concerned with prob 
need to be reminded that 
That's 


lems of nutrition hardly 
pleasing taste adds to the enjoyment of food 
one of the reasons why the many flavorful Standard 
Brands products are preferred in thousands of insti- 
tutions where food service is supervised by profes- 


sional personnel 


note of real enjoyment 
Standard Brands product can make a real contribu 
tion to your food service. What's more, top-quality 


! 


Standard Brands products cost no more—often less 


than most ordinary products 


Free Coffee-Making Demonstration 


We'd like to show you—a/ our expense and in your 


Among these Standard Brands products a truly out- 
kitchen—why Chase & Sanborn Fancy Mark Coffee 


has won such great popularity. To arrange for a 


Standing favorite is, of course, the famous Chase & 
Sanborn Fancy Mark Coffee 


Mark Coffee you can be sure each meal will end on a 


When you serve Fancy 
mutually convenient time, mail the coupon below, 


INSTITUTIONAL DIVISION 


STANDARD BRANDS INCORPORATED 


Roasters of Chase & Sanborn Faney Mark Coffee 


rnin 
p Institutional Division, Standard Brands Incorporated 
595 Madison Avenue, New York 22, N. Y. 


otter to demon 


Without obligation on our part recent youl 


yur cotlee-br ymula our kitchen with our 


ve oe ; M irk Coffee. (Upon 

LARGEST- SELLING 
BRAND OF COFFEE IN 
THE INSTITUTIONAL ‘i 7 
FIELD! aS Eee Zon 


P-24 
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‘ 
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Cullman, Walter W. Hess Jr., Joseph 
Klee, Leonard Wallstein Jr. and 
William F. Woff Jr. 


Deaths 
Dr. Bernard A. O'Connor, medical 
{ t : ae Michael Hospital 
bTine lie recently Ir 
Trustees EE a ee 
Mrs. Jame urvic: st Hudson Hos 
the board of t Bly d i" pital <earny, N.J.. of which he was 
orthopeds S| id rehal ned di vin 1928. He was named 
enter ) iret cates t \ | cy St. Michael Hos} ital in 
ididition ol 3 yConnor was a past presi 


the following chirector Mrs. dent ot i Guild ot Catholic Doctor 
Joseph L. Abrams, Mrs. Edgar M. t th hdiocese of Newark 


proved best by test... 


rae 


effective against 
tubercle bacilli 
as well as other 
bacteria 


QIPIMGle Salil. 


GERMICIDAL CHEMICAL INSTRUMENT SOLUTION 


IT’S NEW! Forma-San, a 

unique product, is designed to 

bring new standards of 

safety in the use of medical and 
dental instruments. It’s tested and 
proven effective against five 

types of tubercle bacilli as u ell 

as other bacteria. lt has shown 
superior results in its germ killing 
action in tests involving 
twenty-one instrument germ 

cides. Forma-San brings new 
assurartce to doctor and patient 
that diseases will not be transferred 
3 by instruments inadequately 
disinfected. Learn more about 
Forma-San today! Ask for test 
results and a generous 


Brochure tells the story! 


v s » ’ , , s . . 
working sample of Forma-San. Sunteies the eitatebian 


tests and results 
Ask for a copy now 


{aboralorss. INC. ep 


HUNTINGTON, INDIANA TORONTO, CANADA 


204 


> 


Dr. Morris Mason, founder ot Rova 
Hospital the Brony N.Y ind the 
Kew (;ardens (re! r Hospita 
Queens, died recently Dr. Masor 
who tounded the Royal Hospital in 
1928, was its general manager tor many 
years 
Mother M. Damian, a member of the 
Roman Catholic Order ot St. Francis 
who was administrator of St. Mary 
Hospital, West Palm Beach. | la... from 
1940 to 1946, died February 27 She 
had been administrator at St. Fran 
Hospital, Miami Beach, trom 1934 to 
1940, and also had worked in hospital 
in Boston and New York 

Dr. Thomas I. Price, general medical 
superintendent of the New York City 
Department of Hospitals trom 1944 to 
1948, died March 6. Formerly assistant 
to the medical superintendent ol King 
County Hospital, New York City, D1 
Price later had held a similar post at 
Central Neurological Hospital on Wel 
tare Island. He was assigned to the 
U.S. Army Medical College in) World 
War | and in 1918 was named head ot 
the Central Neurological Hospital. In 
1922 he organized the New York City 
Cancer Institute in cooperation with the 
late Dr. Isaac Levine. He also had 
served tor six years as medical superin 
tendent of City Hospital, New York 


Coty 


Red Cross Nurse’s Aides 
May Work in Sanitariums 
New York City Red Cross 


volunteer nurse's aides, as a result of 
a recent policy change, are now al 
lowed to serve in tuberculosis hospi 
tals, provided the following conditions 
ire met 

Professional nurse supervision of the 
unit must be maintained at che time 
the aide is serving, and adequate and 
accessible handwashing equipment 
preferably foot-operated or knee-oper 
ated, must be provided. All personnel 
working in these units must follow 
a standard manual of procedure fot 
safe handling and disposal of con 
taminated materials 

Hospitals also must be willing to 
assist in the health examination, in 
cluding tuberculin test and chest 
x-ray, of aides before their assignment 
and to give follow-up tuberculin tests 
and chest x-rays every six months 
Only selected patients, who are willing 
and able to observe precautionary 
measures, can have aides assigned to 


them 
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NONCOMBUSTIBLE 


Sanacoustic* Ceilings provide restful, strength— 
building quiet so necessary to patients’ progress 


IN MODERN HOSPITALS TODAY 
sound control is considered essential 
to the welfare of patients. Ouvset speeds 
recovery. 

Sanacoustic Ceilings offer hospitals 
one of the most effective methods of 
combating harmful noise. They are not 
only highly efficient in sound absorp- 
tion, but they are also sanitary and 
noncombustible. They are made of 
perforated metal panels backed up with 
a fireproof, sound-absorbing element 
The baked-enamel finish is easy to keep 
clean, and they can be painted and re- 
painted without loss of efficiency. Sana- 


37 Johns-Manville 


SANACOUSTIC CEILINGS 


1953 


80 


No 


4. Apr 


coustic panels may be applied with new 
construction or over existing ceilings 
and are easily removed for access to 
services. 

Other Johns-Manville Acoustical 
Ceilings include perforated Transite*, 
recommended for those areas subject 
to excessive moisture; Permacoustic’ 
a textured noncombustible tile; and 
Fibretone*, a budget-priced drilled 
fibreboard unit. 

For a free survey of your problems, 
or a free book on Sound Control, write 
Johns-Manville, Box 158, Dept. MH, 
New York 16, N. Y. one Pat. Of 
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WHE? 


DOCTOR ARE PATIEN | mary diseases. He was being re 
Max Pinner M.D. a 1 on occasion of the illness 
! his useful life and 
a 
possibly KNOW 
han he himselt 
this knowledg 
natul illy for this fistin 
} 


clinician | ithologist and ed 


Redside.-- 


From Entrance io 


iti anagement 
ient hospital manag 


uel tally dependent on 


is Vi 
its electrical “nerve 

network”. W hether the 
problem is keeping — 
track of doctors arrivals 
and departures, 


corridor paging 
ll, there's a 


silent 
or bed- 


. > = es ci 
Doctors In-and side nurs 


-— Faraday signal or ; 
} H : > it 
system tailor-made to su 
uirements. 


your req ' 
| tions in 


Faraday installa 
is of hospitals 

ig them- 
depend- 


hundre 
a are daily prov" 
. selves “tops in 
ability. In planning a new 


system or remodeling 


an existing one our 
‘ngi i . men 
Engineering Depart : 

assist you In WOrK- 


ENE will : 
ing out the details. 


Ward Station 





TZER-CABOT FARADAY STANLEY & PATTERSON 


CONSOLIDATED BY 


SPERT| FARADAY IC. ADRIAN, MICH. 


BELLS BUZZERS HORNS CHIMES VISUSE A AVIDIELE PAGING DEVICES AND SY° TEMS 


itor He spelled our his own case 
history so that his findings could be 
nterpreted alongside those whicl 
were worked out by his doctors. He 
then invited selected group of col 
leagues to follow his example. Much 
of the groundwork for this volume 
was done by him, burt the lion's share 
of the editing and compilation after 
his death fell to his scholarly friend 
and Montefiore patient, Dr. Benjamin 
F. Miller, now of the research staft of 
the Peter Bent Brigham Hi spital in 
Boston 

It is one thing to deal with cold 
scientific facts and figures objectively 
The test tube is inanimate and lends 
itself to exact interpretation. What 
happens wm vivo, however, ts nor al 
ways the same thing that happens 7 
vitro, even though the conditions of 
the experiment look alike on the sur 
tace. Every clinician has discovered 
this difference for himself. It ‘is the 
business of the physician to approx 
imate the exact sciences in the diag 
nostic and therapeutic work which lies 
before him so compellingly. In this 
effort the subjective point of view 
should be eagerly sought. Since the 
physician is obviously the best inter 
preter of his own physical, and par 
nicularly mental, reactions to his own 
signs and symptoms during illness, he 
becomes a star witness when his Case 


1S unde I consideration 


THEY LIVED TO TELL IT 

This volume ts a compilation of 
chapters by 33 high ranking physi 
cians who have suffered a variety of 
illnesses and lived to tell the tale in 
such a Way is tO be most useful to 
their colleagues as well as to their 
patients. In my opinion, “When Doc 
tors Are Patients” is one of the most 
helpful books to come oft the print 
ing press in recent years. Every ex 
ecutive working in a modern hospital 
should have a copy on his shelf, and 
there also should be copies in_ the 
medical library and in the patients 
library. It should get thorough cit 
culation. This volume ts as fascinat 
ing as it is useful, and I earnestly 
hope that it will stimulate a vogue 
among physician-scientists to continue 

record of their personal exper! 
ences during illness as a debt which 
they owe to medical education. Only 
he who has endured suffering can 
fully understand its effects. “He jests 
at scars that never felt a wound. 
E. M. BLUESTONE, M.D., consultant 
Montefiore Hospital, New York Cit) 
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In room 303, 


In room 


104, 


A mark of a modern hospital is 


a thermostat in every room 


Individual Room Tem 


When a hospital has this feature 


perature Control—physicians can prescribe the exact room 
temperature needed to speed the patient's recovery. This 


can be done only if a hospital has Individual Room Tem 


perature Control. No other method can compensate for the 


varying effects of wind, sun, open windows ind other vari 


ations of internal load in each room 


That's why it’s so important to consider Individual Roon 


Temperature Control if you're planning to build or mod 


ernize your hospital. Of course, the most economical time 


is when the hospital 1s being 


Room 


to install this modern system 


built. For, contrary to most beliefs, Individual Tem 


perature Control is not expensive — for most installations 


will cost only between !% and 1°; of the expenditure per bed 


For complete facts on Honeywell Controls for your hos 


pital, call your local Honeywell office —there are 104 1n key 


t 


cities throughout the nation. Or for literature, write Honey 


MH p 1 | 


well. Dept Ohio Sct., Chicago 11, Ill 


Vol. 80, Ne 


First thermostat special yned for hospitals! 


ti 


Nife-Glowimeg dials 
Magnified numerals / 
Neu 


lir-operated 


Spred-Set Control Kuoh 
lL int-Seal 
Honeywell 


H Fiut oe Coutiols 
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Occupan hart figur or t However, small ditterences at t was $32 ip Y- Year-to-date con 
$2 435.084.0885 





month of February a ) tary hos t is n new hospital construction struction has reached 
latest. two-week period or almost 2.5 times greater than the 

new hospital build reported tX tal ot March L952, which 

15.029, whereas was $99,780.46 Twenty-two of the 


he same period reported projects were hospitals 


three humidifier regulator units 
to choose from—ask your 7 
supplier for full details Model No. 714-H 


HERE ARE SIX REASONS WHY THE NEW NA. 
TIONAL “JET TYPE HUMIDIFIER UNITS ARE 
TOPS" 


1. FOR THE FIRST TIME y an secure adequate 
he 1ification nly the et’ type nebulizer 


n accomplish th 


2. For the first time A MUSICAL NOTE CALLS the 
nurse when o kinked tubing nterrupts the od 


ministration of the needed oxygen 


NO MORE BROKEN GLASS JARS result from 


excess pressure or from a sticking rubber gasket 


NO MORE DANGER OF HOSE POPPING" 
OFF and resulting » permanent vferruption of 
Oxygen administration. Even the slightest stor 
page of flow w sound the warning note if it 


ao Nationa jet’ type unit 


STANDARD MASON TYPE JAR in large of 
small size can be used and procured inexpensive Model No. 764-H 


y from nearby grocery store—if need be 


THE LAST DROP OF WATER con be utilized 


because of the nq tubing with suction ball 


bottom ‘ gloss 60 This means 


pted administration of oxygen Model No. 754-H 


ME CAL EQUIPMENT D ON of NATIONAL Welding pone Co ” Francisco 5 


ey 


sixteen revealing pages tell 
you the full story it's free 
but don't miss it — write today 
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To provide greater comfort and safety for patients, the Com 
munity Health Center, Coldwater, Mich., has been completely 


equipped with Ruseo SelfStoring Combination Windows. 
wee 


for a modern hospital... 
SPECIFY AMERICAS MOST MODERN WINDOWS...RUSCO! 














A FEW OF THE HOSPITALS USING RUSCO 
PRODUCTS INCLUDE: 

Mercer Cottage Hlospita 

Hlunti 

Ind. * Tecun 


a 


CHECK THESE IMPORTANT 
RUSCO ADVANTAGES: 


\A kvclusive Magic panel T vear’ round 
ramproof, draft-free, filtered-screen 


ventilation. 


Built-in waterproofed felt weather 
stripping makes Ruseo Windows 


completely weathertight. 


Positive automatic locking in all 


open and « losed positions, 


Smooth, effortless operation. Ruseo 
Windows are precision built. Sash 
sections slide up and down in a 
felt cushion —easily. quietly, with- 


out effort 


Made of triple-protected galvanized 
steel for strength and minimum 
maintenance requirenie nt- Zim 
treated. bonderized and finished 


with baked-on outdoor enamel. 


(,la-s panels removable from inside 


for easy, safe cleaning 





FOR NEW CONSTRUCTION 


Specify: THE RUSCO 
PRIME WINDOW 


ot iple tely prea embled) window 
containing glass, sereen, weather 
tripping, insulating sash Coptional) 
wl wood or metal surround, Come 

lly assembled, factory-painted, ready 
» install. Makes big savings in time 


ind: labor 


FOR MODERNIZING 
EXISTING BUILDINGS 


Specify: RUSCO SELF-STORING 
COMBINATION WINDOWS 


without any alteration to 
yindow Completely weather 
window opening. Provides rain 
filtered-screen venti 

ery kind of weather V hie 
t-accepted combination win 


9 000,000 already installed 





RUSCO “Sec” WINDOWS - DOORS PORCH ENCLOSURES 


For illustrated literature and name 


of nearest Rusco Dealer, write 


THE F.C. RUSSELL COMPANY 


Dept. 6-MH43 Cleveland 1, Ohio 
in Canada: Toronto 13, Ontario 








A & H FOR ADMINISTRATORS [> [> 


In the copy of the 30th Edition of HOSPI- 
TAL PURCHASING FILE now on your 
desk, the first and last catalog sections des- 
ignated A and H are of special interest to 
the administrative office. Here you will find 


catalogs of products which expedite office 


procedures and information about institu- 


tions and services that will simplify a num- 
ber of administrative responsibilities. A to- 
tal of twenty-one firms is represented. Be 
sure you are familiar with the contents of 
Sections A and H and of all the valuable 
catalog information in between. Be sure 
your key department heads learn to come 
to HOSPITAL PURCHASING FILE reg- 
ularly to familiarize themselves with the 
special equipment and supplies which per- 
tain to their departmental operations. 
When you and your executive staff learn 
to use HOSPITAL PURCHASING FILE 
regularly, you will find all administrative 
and purchasing problems made more simple 


and more efficient. 





Section A 


Administrative: Business Machines, General Office and 
Public Lobby Equipment, Furniture and Supplies (Includ- 
ing Medical Records and General Storage) 


Acme Visible Records, Inc 

Bildey Products Corp 

International Bronze Tablet Co., Inc 

Kellogg Switchboard & Supply Co 

Lynn-Sign Molded Plastic Co 

National Cash Register Co 

Recordak Corporation, Subsidiary of Eastman Kodak Co 
Spencer Studios, Inc 

United States Bronze Sign Co., Inc 


Wilcox Mfg. Co, W. W 


Section H 


Professional Services: (Including Engineers and Contrac- 
tors, Fund-Raising, Consulting and Appraisal Services 


etc.) 

Aloe Co., A. S 

American Association of Hospital Consultants 
American Hospital Supply Corp 
American Surgical Trade Association, Inc 
Clark Linen & Equipment Co 

Farish, Dr. Henry G 

Haney and Associates, Charles A 
Hospital Furniture, Inc 

Ketchum, Inc 

Lawson Associates, Inc., B. H 

Ward, Wells, Dreshman & Reinhardt 


Will, Folsom and Smith, Inc 
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THE HOSPITAL YEAR BOOK IN i919 BY THE MODERN HOSPITAL PUBLISHING CO. INC 


PURCHASING FILES, INC. 


919 N. MICHIGAN AVE., CHICAGO 11, ILL. 








YOUR PATIEMTS PREFER 


‘Palmolive and (ashmere‘Bouquet in their own homes 


ALL C. P. P. SOAPS 
MEET THE MOST 
RIGID REQUIREMENTS 
FOR PURITTY AND 
MILDNESS! 


Colgate-Palmolive-Peet Company 


Jersey City 2, N. J. % Atlante 5, Ga. & Chicago 11, Ill. 
Kenses City 5, Kans. & Berkeley 10, Collif 


{Gosh mere 


YR ass aan at 


» Cashmere 
Bouquet 


rormer soar 


) YOU CAN PROVIDE 


these famous soaps at little cost! 


PALMOLIVE SOAP in the familiar green wrapper is 
known and enjoyed in millions of homes throughout 
America. Provides abundant lather and meets highest 
hospital standards for purity. Palmolive is 100° mild 
Available in 2-0z., l-oz., *4-0z. and !2-0z. cakes 


CASHMERE BOUQUET, the aristocrat of fine toilet 

soaps, is a big favorite in private pavilions. Women like 
the delicate perfume and creamy lather of this hard-milled 
luxury soap. Men like it, too. Now at lowest price. 
Available in 1%4-07.. l-oz., °4-07. and !2-07z. cakes 


FREE ! The 1953 Handy Soap Buying 


Guide is completely new and revised. Tells 
you the right soap for every purpose Get 


B | A] —- a copy from your C.P.P representative, 
WHIT! 


i or write to our Industrial Department. 


<4 COLGATE’S BEAUTY WHITE SOAP, |'2 07 
Hard Milled, mildly perfumed, abundant lather. 
Long lasting, kind to skin. Economical, too. 


The MODERN HOSPITAL 
































No charge for ‘key’ number 
Forms close |5th of month 



































20¢ a word—minimum cherge of $4.00 regardless of discounts 


Ten per cent discount for two or more insertions without changes of copy 
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fiom PHILCO the Leade... 
a $2 hp. Air Conditioner 
al New Low Lr1ce/ 








Designed for 
Hospital Rooms 


and Offices 


» leadershy 
ry! Here tor 
ice in the ind 


H.P. Air Condi 


ranty Mail « 
Mi 
Malhx 


Get the Full Story 

of Newest Philco 
Air Conditioner 
Developments 


MAIL COUPON TODAY 


Philco Air Conditioners, Dept. D3 
C and Tioga Streets 
Philadelphia 34, Penna 


| 
| 
| 

COOLS on Hot Days... Consolette Unit Does Not 7 
HEATS on Cool Days —Extend Outside Window | (ior Am tans 

; ; | 

| 

| 

| 

| 

| 


( | { priced 'AH.P. full-quality Air Conditioner 


Address 




















PRUCTO! 


I ad held 
OPERATING ROOM 
Apply Admir 

2) ! t 
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maggi » works magic 


with 


MAGGIS SEASONING 


~ t 


Maggi 


se flavor 


te ‘ble MAGGIS GRANULATED BOUILLON CUBES 
F Cooking magic with Maye 
/ > delights the most discriminating patron. Enrich gravies 
IN HANDY QUART SIZI | sauces, vegetables and stews with econon 
WITH “STEADY FLOM GRANULATED Miayyi's which also makes an exeellent 

POURING SPOUT peeaLen-cues” full-llavored stoek or an instant be 


is Granulated Bouillor 
neal-to-use 


veraye 


PRODUCTS OF THE NESTLE COMPANY 
WHITE PLAINS * NEW YORK 


IN¢ 


RER 3 OF 


world-famous flavor products MH make the MAGGI SOUP TEST! 


seasoning... 
granulated 


bouillon cubes 
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Save Floor Care Time and Money... 
WITHOUT DISTURBING PATIENTS! 


If you want faster, more economical floor maintenance... if you want your 


patients’ rest assured . .. it will pay you to find out about the Multi-Clean 


Floor Machine and the Multi-Clean Wet-Dry Vacuum. 

Just one Multi-Clean Floor Machine saves money because it does so 
many jobs in so little time. It scrubs, polishes, waxes, buffs, steel wools .. . 
works on every type of floor. The Multi-Clean Wet-Dry Vacuum cleans 
floors, rugs, carpets ... picks up water after scrubbing without changing 
filters! Plus that, its pow oct action and handy attachments simplify dozens 
of cleaning jobs from floor to ceiling. Finished in gleaming chrome and 
hospital-white enamel. 

Both Multi-Clean machines are engineered for unusually quiet operation. 
Your maintenance people can use them any time . . . even at night . 
without disturbing your patients’ sleep. Get the complete story. Mail the 
coupon for a free demonstration without the slightest obligation. 


























MULTI-CLEAN FLOOR MA- 
CHINE. Balanced design, 
finger-tip control, make it 
easy to operate. Available 
in four models: 12”, 14”, 16”, 
19”°—1/3 to 1 hp motors. 
Carries written guarantee. 





MULTI-CLEAN WET-DRY 
VACUUM. Easily portable, 
simple to operate. In 5, 14 
20 and 55 gallon capacities; 
5/8 to 1-1/2 hp motors. Com- 
plete attachments available. 
Carries written guarantee. 








FREE! FLOOR CARE MANUALS 


Tested, detailed infor- 
mation for care of 
linoleum, terrazzo, 
concrete, wood, rub- 
ber and asphalt tile 
floors. Handy file size. 
Mail the coupon. 
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MULTI-CLEAN 


ot 
MULTI-CLEAN PROD 


q177 Ford Pork 


lemen 
Gentie Please send me 


Nome 


2277 FORD PARKWAY 


addres 


MINNESOTA 


City 


Clean demon 


o Mult nv 
of floor core mo 


Please arrange? o file 


MULTI-CLEAN LIQUID FLOOR 
FINISHES. For every cleaning 
and floor finishing job. Made 
of best materials, specially 
formulated in Multi-Clean's 
own factory to produce the 
floor you want. 


ee rt s+, Poul | on 


ai 
stration for ™ 
vols 





























SORT 
~—6 QUICKLY rue 


Quick-as-a-wink inexperienced help can sort and “pair up” 
Kwiksort size marked surgeons’ gloves. Big, bold figures plus a 
distinctive design identify each of the seven popular glove sizes. 
Even when gloves are turned inside-out or with cuffs turned back, 
this size identification can be plainly seen. Kwiksort is an integral 
and therefore permanent part of the glove, it can't wash-off, rub- 
off, fade-off. Autoclaving will not affect it 

To simplify sorting and avoid glove mis-mating, order Matex 
(white) or Massillon Latex (brown) surgeons’ gloves with Kwiksort 


size identification. 
rue MASSILLON 
RU B BE & COMPANY 


MASSILLON, OHIO 
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NEW 
ALL-NYLON 
EMESIS BASIN 


Y Light in weight...as indestructible as 
steel...less expensive. 


Does not chip, peel, crack, dent or 
break when dropped. 


Can be boiled, autoclaved or washed 
in a dish-washing machine, without 


Y damage. 
Virtually noiseless in handling—a 
real benefit to all patients. 


Supplied in ten inch size 
OTHER PRODUCTS OF THE ANCHOR BRUSH COMPANY 


All-Nylon Surgeon's Brush 
All-Nylon Drinking Tumblers 
Free sample of new emesis basin supplied to dealers on request 
by writing to The Barns Company. | (ai 
i i ' 
Sold Only Through Selected Hospital Supply Firms 


ANCHOR BRUSH COMPANY 
AURORA, ILLINOIS 


Write for Complete Information to Exclusive Sales Agent 


THE BARNS COMPANY 


1414-A Merchandise Mart « Chicago 54, Illinois 


IF YOU WANT 
IT TO MOVE , 
put iT ON BasSick 
Hospital beds, bedside tables, screens, service carts, laundry 
hampers anything mobile will roll more easily, quietly, 
safely on Bassick casters. Bassick makes the world’s widest 


line of caster types and sizes for quick, easy attachment to 


all wood and metal furniture 


“‘DIAMOND-ARROW” CASTERS 


‘Diamond-Arrow” Casters, 
with patented full-floating ball 
bearing swivel, roll quietly on 
soft rubber tread, self-lubricat- 
ing bearing wheels to cushion 
shocks, protect floors. Electri- 
cally conductive wheels are 
available where required, Fur- 
nished with stems and adapters 
for every type of equipment 


The caster illustrated is 
equipped with the Bassick 
rubber expanding adapter 
Exccllent for easy replace- 
ment and tight holding in 
bed legs 


See the Bassick catalog 
insert in the Hospital 
Purchasing File 


RUBBER-CUSHION GLIDES 


Rubber-Cushion Glides with flat 
hardened steel base for chairs and 
light furniture prevent noisy scrap- 
ing of floors. May be attached to 
wood by nail or to metal by ma- 
chine screw, spring, or expanding 
rubber adapter 


SERIES ‘99’ TRUCK CASTERS 


<7 Ee Series “99” Truck Casters are quiet, 
easy Swiveling, easy rolling, top 
quality plate casters——ideal for in- 
stitutional trucks. Sizes 3 in. to 8 in 
For light and heavy loads 


THe Bassick Company, Bridgeport 
2, Cofin. In Canada: Belleville, Ont. 


Pd Bassick 


‘ 
> td MAKING MORE KINDS OF CASTERS MAKING CASTERS DO MORE 
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(Continued on page 222) 


in 1853 


The design for this most popular bentwood rocking 
was but one of Thonet’s many revolutionary 


chair 
innovations in the field of fine chairmaking. 





SUPERVISOR—-And (¢ 

obstetric experience and ady 
tion necessary, preferably a degre 
ern, 250-bed hospital, fully 

from New York City 40-ho 

paid icatic sick time 

plete maintenance f 
month; beginning salary 
Apply, Director of Nur 
Hospital, Poughkeepsie 


SUPERVISOR — Obstetrica 
ent working conditix 
t mainten: 


tru t to he ‘ 
Apply Highlar H 





A HUNDRED YEARS OF PROGRESS 


in 1953 


Today Thonet still leads the way in modern design 
with millions of sturdy, comfortable chairs in use 
everywhere. Thonet takes the same 

pride in its expert craftsmanship and 

full quality values as it did when 

Michael Thonet invented the first 

bentwood chair. 


Write for brochure 
illustrating the furniture 
you need. Dept. K4, 

1 Park Avenue, 

New York 16, N. Y. 


Visit our beautifully 
redecorated New York 
Show Room at 
ONE PARK AVENUE 
Other Show Rooms: 
Chicago 
Statesville, N. C. 
Dallas 
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“Our new Bloomfield truck 


paid for itself in 3 months!’”’ 
t 


3 


mv'se > CUT OVERHEAD COSTS 


(above) ¢ 
ee with STAINLESS STEEL 


| ALL-PURPOSE TRUCKS 
Sif by BLOOMFIELD 


\\ \ X All-purpose trucks by Bloomfield 
j are designed to serve efficiently 
~~ it and quietly in every part of to 

[ Ly, P > jay’s modern hospital. Ideal as 

/ L. ray ai FF a kitchen truck, *surgical instru 

> ment cart, *medicine cart, *hospi 

] tality cart, *maid’s truck *for tran 

Phd porting diathermy equipment *for 

—< —— oti ~o virtually every hospital moving job 

uv Write for formation on specially 
Jesigned trucks to meet other needs 


MODEL NO. 56 LOW-COST LOW-COST ACCESSORIES 
TRUCKS FOR NO. 56 TRUCKS 
56 


photo above r N 236 Bin—For silverwore 
turdily mad condiments medicines ther 


mall ms asily removable 


27 } arrier For 
x 3) } OC condie bottles 
$29.95 talied tc. Leakproc 
y Smoot rolled 
MODEL NO. 36 rice—$10.50 
HEAVY-DUTY TRUCK 


a ruggedly 


$36.95 


ACCESSORIES 
FOR NO. 36 TRUCK 
N 236 Bi Same a t ary 
N 136 Bir Same as above jel N 34 same dimensior 
Ne 37. Carrier—Smoothly fin ’ » 36 Price—$22.95 
ed tainiess stee e ynized steel acce rie 


w priced 


SEE YOUR JOBBER 


Please send me complete details on Bloomfield All-Purpose trucks 
Also send my copy of the new Bloomfield catalog of more than 200 
important hospital items 

NAME 

POSITION 


HOSPITA 


TATE 


” BLOOMFIELD 4546 WEST 47TH STREET 











CHICAGO 32, ILLINOIS 


INDUSTRIES, Inc. 
NEW YORK e@ LOS ANGELES 
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2 \VE/ STAINLESS 
|| ( STEEL 
i ) REFRIGERATORS 


y 


Performance-Proved 


in all departments of 


SCHOITZ MEMORIAL HOSPITAL 


Waterloo, lowa 


on 3 
re thie 


iy * 


* OT 


fags 
ami. (Sree | 


lop Photo, Ixtermr view of 
Schoitz Memorial Hospita 

Directly Above, View of cafeterta 
showing HERRICK model SP22B 
Cafeterta Service Refrigerator and 
a portion of HERRICK Model 
RSP 44 Cook's Refrizerator 


At Lett. HERRICK S-compart 
ment, custom-built, walk-in storake 
cooler utth stainless steel extersor 
Herrick units were supplied by 
thhert Puck Co Ink Chicano 
Irohitects were Skidmore, Ouines 
& Merrill, Chicano and New York 


HERRICK refrigerators used 
exclusively ...14 in all! 


Here is an outstanding example of HERRICK Refrigerator 
versatility Throughout the new, ultra-modern Schoitz 
in the main kitchen ... cafeteria 
.. blood bank 
. HERRICK 
Stainless Steel Refrigerators are on duty day and night. 
These dependable HERRICKS (14 in all) take a major 
role in properly feeding and otherwise administering to 
You can get HERRICK Refrigerators 


in standard or custom-built models to exactly fill your re- 


Memorial Hospital . 
bake shop laboratory diet kitchens 


mortuary and other departments . 


Schoitz patients 


frigeration needs. Write today for the name of your nearest 


HERRICK supplier. Learn how HERRICK can serve you. 


HERRICK REFRIGERATOR CO., WATERLOO, IOWA 
DEPT. M. COMMERCIAL REFRIGERATION DIVISION 


(tcnrich 
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PALMOLIVE BUILDING 


IMINISTRATOL 
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MEDICAL 8SUREAU—Continued 


A\NESTHETISTS (a Ch 


Bureau 


M. BURNEICE LARSON—DIRECTOR 


CHICAGO n 
MH4 


DIETITIANS 
Chief 


pita 
MH4-4 


DIRECTORS OF } 


h 


MH4 


HOUSEKERPEI 
il 


EXECUTIVE 


MH4 


(Continued on page 224 


/7——— TWICE AS MANY 
| NEGATIVES IN 


THE SAME SPACE 
lb s¢-“belf 


FILING SYSTEM 





for 


_ X-RAY 
~ ‘NEGATIVES 


Files x-ray negatives 
in '2 the space 
2 the time 


2» the expense! 


Guide-Pul 
negative 


Write for Complete Details of this New Negative Filing System! 


VISI-SHELF FILE INC. 
105 CHAMBERS STREET NEW YORK 7, N. Y. 


Color-bright (224 
and 4 
practical! / 


| 
\ 
| 


tiRTrATINS 


Vylon + Orlon® + Duck 
brighten them with the 


Nylon 


Sick rooms needn't be drab 
cheer and warmth of Webb cubicle curtain- 
including eeru 
Both available in 
You can also 


spectieation. 


in a wide range of smart color 


Orlon in rich looking Old Ivory 
ironing 


white. Little laundering. No 


get Webb curtains made to anys in dur 


thle duck white or color 


Write for information and prices. 


WEBB MANUFACTURING COMPANY 
2936 N. 4th St.. Philadelphia 33, Pa. 
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As if it wore made 
our specitications 


99 44/100% pure... 


it floats 


If you were to write your own specifications for a soap 
to cleanse a patient's skin thoroughly and comfortably, 
we believe you'd duplicate very closely the Ivory Soap 


formula 


For certainly you'd specify a pure soap. And no other 


soap excels Ivory on that score 


You'd insist, too, that your soap be gentle in its 


cleansing action. And here Ivory would get top rating 


Freedom from strong perfume? Rich lathering and free 
rinsing qualities? On all of these points, Ivory would 


meet your spec ifications. 


Yes, Ivory can justly be said to meet the modern 
hospital's exacting specifications —and its needs. It has 
been doing just that for well over half a century in 


countless institutions from coat to coast. 


More doctors advise Ivory Soap than any other soap! 


(Boctervan. hh. CINCINNATI, OHIO 


Ivory Soap in the popular 
unwrapped 3-ounce size (packed 
weight) is available for hos- 
pital use. There are four smaller 
sizes, too—in wrapped or 


unwrapped cakes. 

















MEDICAL BUREAU—Continued MEDICAL PERSONNEL EXCHANGE— 
POSITIONS OPEN eco 





MEDICAL BUREAU—Continued 


INTERSTATE MEDICAL PERSONNEL 
BUREAU 
. 2 Miss Elsie Dey, Director 
MH4 332 Bulkley Building 
MEDICAL PERSONNEL EXCHANGE Cleveland, Ohio 
Nellie A. Gealt, R.N., Director rhe pran tomers maneon 


311 Land Title Building 
Philadelphia 10, Pennsylvania 


| PHOLOG! I he ! 


Pa t. MH COLLEGE PHYSIK 


RECORD LIBI RIAN 


Continued on page 226) 


Uhl his. name © 


Is this newborn infant's name Ross or 


Moss? Kane or Payne? Does he belong to 
the Archibald Smiths or the Spencer Smiths? 
There is no doubt when Deknatel Name-on 
Beads are sealed on baby at birth. Deknatel, 
“the original’’ Name-on Beads are color fast, 

indestructible, inexpensive. Not affected 

by washing or sterilizing. The neck- 


lace stays on until it’s cut off. 


J. A. Deknate! & Son 
Queens Village 29, (L.1.), N. Y 
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FOR PROLONGED 
ANTIBACTERIAL 
ACTION ON 
DISINFECTED 
SURFACES 


Now — safer, surer procedures are possible 
in the control of cross infection — without 
unpleasant disinfectant odor 


Proved in hospital use against contagion-spreading germs 
including the “secondary invaders” (e.g. M. tuberculosis 
Streptococcus pyogenes and others). the nonspecific dis- 
infectant action of O-syl is further enhanced by its pro- 
longed antibacterial eflectiveness on disinfected surface 

Recent scientific tests show that O-syl retains its germ- 
killing power on surfaces for a full week. This contrasts 
with such disinfecting agents as the hypochlorites whose 
antibacterial action is dissipated after approximately ] 
hour 

Odorless and harmless. O-svl combined with water 
cleans. disinfeets and deodorize It can be used with 
soaps and detergents without loss of effectiveness against 
bacteria and fungi. 

Full information is available to physicians and hospital 
personnel, free, upon request. 





Control (water) Hypochlorite 


Hemolytic streptococcus 








antibacter 
er in evidence 
tion remaines 


ervalion was terminal 


Brand Disinfectant 


UNIFORMITY IN SIZE AND SHAPE 
assured by precise 
manufacturing techniques 


TORRINGTON 
stainless steel 
surgeons needles 


Order from your hospital supply dealer. Catalog on request 
THE TORRINGTON COMPANY, Torrington, Conn. 


Specialists in Needles since 1866 




















POSITIONS OPEX nin 


INTERSTATE—Continued 


HOUSKKEERPEEI 


SHAY MEDICAL AGENCY HOUSEKEEPEI 
Bianche L. Shay, Director bed ger t 
55 East Washington Street “ 
Chicago 2, Illinois 
NEL DIRECTOR -1 


(Continued on page 228) 


4 RICE oS AIR CONDITIONING 


Serves New Student Union 


Two Frick "ECLIPSE" compressors, seen at the right, provide 120 tons of air conditioning 
in this building at Kansas State Teachers College, Pittsburg, Kan. Hundreds of students using 
the rooms are assured the health and comfort of cool, fresh air. 


Frick ECLIPSE" compressors handle low-temperature loads as well as air conditioning. For 


dependable air conditioning, ice making, quick-freezing or refrigeration service, see your near- 
est Frick Branch Office or Distributor. 








SHAY—Continued 


PURCHASING AGENTS 
chase ) 


DEPENDABLE REFRIGERATION SINCE 


RICK .! 


WAYNESBORO, PENNA. 
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net 15° square with 


sum slot in cover 
SERVICE CLOSET 
sPtaceer 


Ovsrour 
OR wor Ci. tanta 


Cleans 


Dry-Mops 
in a minute 
...- ANYWHERE 


The only sanitary way to clean a dry-mop or dust cloth 
is to let Spencer Vacuum clean it for you. Just pass the mop 
over a vacuum slot attached to the Spencer System at a 
baseboard, flush with the floor, or on the top of a cabinet 
in a service closet. The strands are immediately agitated by 
the violent rush of air. All dust goes down enclosed pipes to 
the basement. Fewer steps, more frequent cleaning—and 
no possibility of germ-laden dust being spread over the 


THE SPENCER MOP-VAC 


hospital. 


SIX TYPES Cabinet units are made in the open type 
illustrated above and in high and low enclosed cabinets. 
Special attachments are available for baseboard or flush 


floor mounting and for Spencer Portable Cleaners. 


SERVICE 
CLOSET 


MOP.VAC 8 


- VACUUM 
MACHINE 


with SPENCER STATIONARY VACUUM SYSTEM: The sketch 
above shows how the Spencer Vacuum producer and dirt 
separator are located in the basement and connected to 
vacuum fixtures on all floors for cleaning of floors, bedding, 
furniture and equipment of all kinds 

The Spencer Mop-Vac is described in Bulletin No. 138-C 
and the Stationary System in Bulletin No. 33 


THE SPENCER TURBINE COMPANY * HARTFORD 6, CONNECTICUT 





Water Heaters Controlled by Powers Accritem Regulators 


What’s Your Water Temperature 
Control Problem? 


thermostatic regulators and 


60 years experience is well qualified to help you find 








the right type of control for these applications: 


Forced Hot Water Heating Systems various types of Water 
Heaters and Heat Exchangers; Jacket Water Cooling for 
Air Compressors, Diesel and Gas Engines also Cyclotrons 
Chocolate Enrobers and Plastic forming Presses; all types of 
Shower Baths and Hospital Hydrotherapy; processing X-Ray, 


Regular and Colored Film and hundreds of other uses 


Only one of Powers varied line of water temperature 
controls is shown here...the Aceritem Regulator. It's 
compressed air operated, has calibrated dial temper- 
ature adjustment, adjustable sensitivity and many other 
features described in Condensed Catalog 305) 
Compressed Air 

Operated 


Only one 
of many 
applications 
Small Size 

Bulb 
12” long 


Powers Accritem Regulators Give Years Of Dependable Service 


waree ACCRITEM REGULATORS Control these POWERS 
“fT FLOWRITE Diaphragm Valves which regulate 


(a92) temperature of heaters in photo above 


THE POWERS REGULATOR COMPANY 
Skokie, Ill. ¢ Offices in Over 50 Cities, see your phone book 
OVER 60 YEARS OF WATER TEMPERATURE CONTROL 























SE sitcserrsties cease acraencn 


West 42 Street New York 36, N. ¥ 
OUR STIN YEAR 


Woopwa RD . % 3 : orn ae me Mary A. Johnson, Ph.D., Director 
= our lunt ene hospit 120 FINE SCREENING BRINGS BEST RESULTS 
Medical Br sonnel Bureau 


FORMERLY AZNOES anes nt te tur dmir t ne of Our careful study of positions and applicants 


3rd flooreies N. WABASH AVE. 


produces maximum efficiency in selection. Can- 
CHICAGO®s i I 
® ANN WOOOWARD ¢ Ditectol. ’ mum £5006 lidates know that their credentials are care 


fully evaluated to individual situations, and 


DIRECTOR OF nly those who qualify are recommended. Our 
proven method shields both employer and ap- 
plicant from needless interviews. We do not 
advertise specific available positions Since it 
is our policy to make every effort to select the 
NISTRATOI Mel , t ed nee taff majority certified: one best candidate for the position and the best 

sa . a 5 “= if = t west-coast hospit r 1 POU ob for the candidate, we prefer to keep our 


istings strictly confidential 


We do have many interesting openings for 
Administrators, Physicians, Anesthetists, Di 
ors of Nurses, Dietitians, Medical Techni- 


Therapists, and other supervisory per- 


No registration fee 


For floor finishing or daily 


maintenance, Brillo solid- «++ BRILLO 
dise steel wool floor pad cleans and buffs 
hardens and brightens in one operation 


finish. Regular once-over 


removes traffic grime TIME 
renews gloss quickly with- 
out rewaxing. Equally 


efhcient for linoleum, 
asphalt or rubber tile, 


wood, and terrazzo. eee does the job ) 
je @ faster—without ° »\ 
For free folder on low-cost waste motion Ps 


Brillo floor care, write to Brillo 


erie Msn SAVES BOR /' 7 alk panes. Acconmting 
a ane® iaxant 


BRILLO MELT TY] = Z| oH. Rec mineng cits 


SOLID-DISC STEEL WOOL 


FLOOR PADS 
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Compare WITT CAN and 
PAIL features with others on 
these points . . . 


STRAIGHT SIDES— 

assure extra resistance to 
revgh handling. 

DEEP ROLLING 
CORRUGATIONS— 

run full length of Can adding 
further rigidity. 

HEAVY GAUGE STEEL— 
provides battleship rugged- 
ness. 

STRUCTURAL STEEL BANDS— 
protect top and bottom of Can 
and act as shock absorbers. 
HOT DIP GALVANIZING— 

a hand process after fabrico- 
tion, insuring heaviest possible 
rustproofing. 

PINCH PROOF HANDLES- 

for easy handling. 

STURDY LID— 

snug fitting yet easy to re- 
meve. 


“Originators of the 
Corrugated Can" 


2119 WINCHELL AVENUE 
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WITT CANS and PAILS ore guaranteed to 


| wait 
iH 





outlast 3 to 5 ordinary CANS. That's your 
assurance of the highest standards of 
workmanship. WITT CANS and PAILS ore 
designed to last longer constructed to 
survive the most severe weather, wear, 
even deliberate abuse. It's no wonder that 
there are many WITT CANS and PAILS 
still in excellent condition after five, ten, 


yes even fifteen and more years of service 


WITT CANS AND PAILS 


HAVE THE “RIGHT” ANGLE | 


THE WITT CORNICE CO. 


CINCINNATI 14, OHIO 














WALK OW 
TE Foor I 








Sure as you have floors, you can expect to clean 
DIRTY FLOORS—every day, every week — year 
after year! You just can’t avoid DIRTY FLOORS! 


BUT YOU CAN 


CLEAN ANY FLOOR 


EASIER 
FASTER 
AT LESS COST 


.WITH 


Floor Cleaning Equipment 


economy! Foot operated 


Here’s a round bucket outfit that 
|_ can’t be beat for efficiency and 


wringer for greater 
pressure and easy 
mop handling 

See the complete 
White line ot your 
dealer's . Write for 
Catalog No. 150 


WHITE MOP WRINGER CO. 


9 Mohawk Street 
Fultonville, N.Y. 


WHITEY 
MOPZUM 
SAYS 
\ It’s RIGHT 
\ . if it’s 
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PLACEMENT BUREAUS PLACEMENT BUREAUS MISCELLANEOUS 


ER PERSONNEI ERVICI HENRY G. FARISH, M.D 
MEDICAT AUDIT bol 
HOSPITAT 


ke 


HARRY D. WELI 


Continued on page 232 


——§—~~ py THE Rias~ 
PRECISION BY t — F188 
CORNING MICRO COVERGLASSES 


Produced for the first time in glass technology by modern 


mec hanic al process, the se made in l S 4. Cover Glasses pre- 
sent an unprecedented optical quality plus a degree of uni 
formity superior to the tolerances allowed in present govern- 


ment specifications, 


CONTROL FOR UNIFORM THINNESS 
In contrast to the old-world hand spinning method, which 
fails to control true flat surfacing or uniformity of thinness, 
Corning Micro Cover Glass is produced as a uniform ribbon 
before cutting into the various shapes. The undesirable “peaks 
and valleys” characteristic of conventional cover glasses are 
virtually eliminated. 

Precision uniformity means more satisfactory end results 

. more units to the ounce... less breakage due to a greater 
resistance to manual pressure as in the application of Canada 
balsam or similar substance 

Corning quality optical glass is totally free from gas bub- 
bles or extraneous “seeds.” These Cover Glasses fully meet 


government specifications for stability in every detail 


ORDER TODAY or write for further information 


MACALASTER BICKNELL PARENTERAL CORP. 
243 Broadway, Cambridge 39, Massachusetts 


Columbus, Ohio Millville 
Philadelphia, Pa, Shrevep 


Washington, D.C. 


SOLUTION DESIRED AT THE INSTANT REQUIRED 
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Personal Nome Prices 
6 Doz. $2.75 12 Doz. $3.75 
9 Doz $3.25 24 Doz $575 


ur Dept 


SOUTH NORWALK 12, CONNECTICUT 
or 112 WEST NINTH ST., LOS ANGELES 15, CALIF 





Wie RAISING 


a 


a & nameplate 
or 


in bronze, aluminun 


Mr. and Mrs. JOHN LINN 


ARENCE LINN 


1931 the eal 


plastic have been 





encourage 


THIS ROOM FURNISHED || future donors. Why not 
IN MEMORY OF vrite for illustra 
Miss ROSE CARUSO . 


Style P mical and attractive 
st br 


now 


and price You'll 





pleased by this eco 


y tk 
nit 
og 


A FEW OF OUR MANY HOSPITAL ACC 


BRONZE TABLET HEADQUARTERS 


UNITED STATES BRONZE SIGN CO., INC. 


570 Broodway Dept. MH New York 12, N.Y 











REAL FRUIT FLAVOR 
>’ / AT HALF THE COST! 


“ECRAMORES 
‘“E€RYSTAL 


y provide the same yearn 4 
ruit flavor at halt 


*% Easy fo use — M0 squeezing, 
sorting or cuffing 

% Easy to store — no spoilage 
or waste 


% Economical — You always have 
just the right amount on hand 


CRAMORES CRYSTALS 
mode from a bose 
ydrated citrus fruit juices 
s added to enhance 


R 
LEMON PUNO 
gis LEMON, LIME, LEMON & LIME, ORANGE, 
LEMON WITH EGG WHITE 


USE THEM IN 


< 
Sherbert 
Cokes & Cookies Many othe 


Order CRAMORES CRYSTALS from your 
dealer today or write direct to 


CRAMORE FRUIT PRODUCTS, INC. 
P J 


oint Pleasant, N 





-* » 
~ ad Tin we 


PEQUOT MILLS 
“Sheets and pillowcases only —for every use” 


General Sales Office 
EMPIRE STATE BUILDING, NEW YORK 1, N.Y. 


BOSTON ~ CHICAGO + DALLAS + PHILADELPHIA + SAN FRANCISCO + WHITNEY, § C 























(8 ittitN- —— a amt. 


FOR SALE SCHOOLS—SPECIAL 
| tical operating tal INSTRUCTION 


METHODIST HOSTITAI he PROVIDENCE LYING-IN HOSPITAI 


ND MEDICINI 


MARGARET HAGUTI MATERNITY 
PITAI Phe 


f 


SCHOOLS—SPECIAL 
INSTRUCTION 


CHOOL FOR LABORATORY TECHNICIAN begir 


and stipend of 
Write for catalogue 
R.N Director 


it 4, 


PROJECTING 


“OVER THE DOOR” 
ROOM NUMBERS 


.+.now solve your YOUR NAME 
ADDRESS 
open door problem. 





CANCER 
POSTMASTER 
YOUR TOWN 








JIMMY DURANTE 
says: 
“T certainly hope you'll give to the 
American Cancer Society. 
“I know what cancer can do. It 
took the life of my partner, Lou 
ORDER Clayton, and it strikes one in five 


Plastic number plates, projecting over the doors 
Americans. 


of hospital rooms also make it easier to find FROM YOUR 
the rooms without confusion or delay because “So, just address an envelope like 
the numbers are clearly visible for considerable DEALER OF I did —to ‘Cancer,’ care of the post 
distances down the hall. Actual size of number HOSPITAL master of vour nt Slip in 

plate ea oe large, bold fi high SUPPLIES as much as you can afford. 

white numbers on both sides with a choice of : : 

colored backgrounds. Also available in flat OR WRITE From then on the American 

door plate style. FACTORY ong Society will do 

1e JOD, 


PLASTIC TAG AND TRADE CHECK CO. FOR COMPLETE “Gi 
ive now. Whatever you can 


BAY CITY 5, MICHIGAN DETAILS. “s spare is badly needed.” 
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Fund Raising 


[com] 


For a quarter century our cam 
paigns have succeeded not only 


}]} / P ] , 
financially, Out in the excellent 


publi relations we have established 





NOW your patients can be 
served meals that are kitchen 
jor OHV | Lt nis. fresh and appetizing. No more 
slow, old-fashioned serving 
Serve 18 patients in less than 
Consultation UwsuzPOUuL obligation 18 min. with model illustrated 
’ The labor-saving Meals-On 
Wheels system assures swift 
p , smooth tray assembly on the 
” expr _ floor with Hot foods HOTTER 
| | Py | | | Cold foods COLDER 


Meal:or Mn ls 




















CHARLES A. HANEY 
ign hata wvctmnn SC RIMS CO, INC. 


INCORPORATED 
259 Walnut St. * Newtonvslie, Mass 


FAST ' scenes 7 
ce practices in 


HOSPITAL 
VENTILATION 





s Feeding Gets food t patient 
Economical Handling hot and appetizing 
of FOOD . 
Facilitates sanitation and sterilization 
ond DISHES Saves space Reduces handling labor 
Avoids floor traffic and noise 
OLSON Subvevor Svstems also ca 
Ay lishes from all floors to washer 
extensively used in Modern Hos; 


OLSON CONVEYORS Send for Booklet today 


Since 1900 
SAMUEL OLSON MEG. CO., INC. - 


2433 Bloomingdale Ave.—Chicago 47, Ill. 


Simplifie s Supervision bv dietic lan 


I1LG ELECTRIC VENTILATING CO., 2826 N. Crawford Ave 
Chicago 41, Illinois ° Offices in more than 50 Principal Cities 
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HOSPITAL ADMINISTRATORS FIND: 


reduce 
feeding costs 


Dixie Cup Offers a 


~~ even ene ” eee speed 
service!’ 


DIXIE FOOD DISHES 


( ) 
\ 
| | ¢ s : iy 


Caw ae et ong 


DIXIE DIXIE 
COLD DRINK CUPS RESTAURANT CUPS 


on tr er ' 
DIXIE HOT DRINK CUPS 


« ELIMINATE BREAKAGE! 
Me-XUF FOOD « FAST QUIET SERVICE! 
AA »> NO WASHING! 
« CLEAN SERVICE! 
« LIGHTER TRAYS! 
« LOWER LABOR COSTS! 
» REDUCES FOOD WASTE! 
« MANY SHAPES & SIZES! 


mw a 


Dixie Cups... The paper cup everybody knows by name 
Pensuntcrnen "DIXIE CUP COMPANY 


. EASTON, PA., CHICAGO, ILL., DARLINGTON, S. C., FT. SMITH, ARK., ANAHEIM, CALIF., BRAMPTON, ONT., CANADA 
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APRIL 1953 Edited by BESSIE COVERT 


To HELP YOU get information quickly on new products described in this section, we 
have provided the convenient Readers’ Service Form on page 248. Check the numbers 
of interest to you and mail the coupon to the address given on the form. If you wish 
other product information, just list the items and we shall make every effort to supply it. 


Instrument Washer-Sterilizer Vacuum Pump does not become sticky. The new sheet 


ny IS crease resistant, wrinkle resistant 





WV mod t ((, r ' 
hight models ot the new N cul ind stain resistant. Tt does not support 


m pump tor central suction systems | 
Sie ; a combustion and is) non-tox10 Water 


« c ik ire. i mM ve to 1 
ais ss spices 7 oil and UrCAase do not atlect the sheet 


rooms. The neg . an oil-seated ing and at can be kept wiped clean with 
rot tvI \ 4 sal 
otary type with blades that compensate | damp cloth, or washed. The material 
or their own wear Equipped with an is easy to cut and handle and is easils 
sutomatic on-and-off control, automatic, lded 

loldes lor storaye 


ubricator, vacuum line filter, drive hie 





\ new mattress protector ot Plasticon 


or, Magnetic starter and vacuum paupe is now available It is tailored to fit ind 


the pump occupies a minimum of Hoot slips over any mattress, regardless of 

ras all components are located above : 
he vacuum tank National Cylinder opaque white and can be had in 25 
Gas Co., Dept. MH, 840 N. Michigan 5, .,4 100 yard rolls in 36 and 4% 


Ave., Chicago Il. (Key No. 714) 


thickness. Plasticon is) available in 


inch widths tor all hospital requirements. 
Continental Hospital Service, Inc., Dept. 


MH, 18624 Detroit Ave., Cleveland 7, 
Bell Cord and Tubing Holder Ohio (Key No. 716) * were 


\n etlective vet sim ple bell cord 
new Ohio mstrument A her holder has been developed which 15 
scrubs. sterilizes. d rns equally useful as an intravenous tubing Pictura Furniture Group 


Ad dries inetrii it 7 minutes. Th holder. Consisting of a small lamp 
ind dries instruments in 17 minute ‘ ; | Pictura is a new. styling in) Simmons 
\) » IS Autom, t muy hoO I 
operation tUuLOM ale hroughout, re steel furniture especially le veloped tor 
nly two dia settings The unit | ) 
| hospital roots Pieces include beds 
with direct: stean at and \¢ , 
sania 576 dressers, bedside cabinets wath Zalmrite 


hatic Control circuit Operates on 
O0 cycle A. \n automat 


ock prevent opening the door 


tops, desk, chest, Van-D-Dresser and 
matching chairs. The lines of the new 


rare smooth, with drawers open 
water remains in the chamber ; ) 
’ 1 ny without pulls Roomy recesses be 
m-lOock yechanismn pl 5 

> I neath each drawer tront permit easy 
door when there | 
4 opening Cleaning and dusting are 
hamber 
easier and quicker with the absence 


pulls and other protrusions on the 


in "i 4t the cabinets 
when the door 
with jaws actuated by a strong spring, Cases in the Pictura styling are avail 


Hy | the holder Yrasps beddiny hetween its ible with. steel tops or with the added 
utomatically Neat A 7 
butomatica a teeth. The serrated teeth are rounded protection of seli-banded Zalmite tops 
tem peratul } 
rod a to prevent damage to bed linens Iwo that. resist burning, scratching, alcohol 
crubbing the . i , i 

, wings with opposing slots carry tubing ind marring. The Pictura line 1s avail 
Washes way ’ CI j - 
or cord. Made ot non-corroding mate 
rials, the clamp measures only 14 by 


inches and wall carry cord or tubing 


ye rear wvertlow Iwo trays are 


ied tor the monel metal sterilizing 


hamber which has a capaci ol prox ' c 
ni 4 ' Wh. py up to 3/16 inch in diameter. A. S. 
) «4 1K 11h¢ s » the . 
“a oe 4 .., Aloe Co., Dept. MH, 1831 Olive St., 
cvcIe 1 COM ple ed we Wa J St. Louis 3. Mn (Key Ne 715) 


mtomatically drained off and the 


hamber is heated intermittently to dr 


nstruments. An audible alarm = s1 


Plasticon Sheeting 


vhen all pressure ind Water Nave 


ected Phe dual purpose nl I Plasticon is a durable lightweight 


a conventional, 1 tally plastic material which remains smooth 

eed instrument steril oft) and pliable even alter repeated 
It in he nstalle 1 expose or recessed washings Plasticon sheeting can bye il] Simmons colors and grain 
Ohio Chemical & Surgical Equipment sterilized, autoclaved and washed with finishes. Simmons Company, Dept. MH, 
Co., Dept. MH, 1400 E. Washington mild soaps or detergents. Because the Merchandise Mart, Chicago 54, (Key 


Ave.. Madison 10, Wis. (Key No. 713) plasticizer is locked in. the heeting No. 717) 


(Continued on cage 236) 
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What's New... 


Bed End and Spring Reach-In Refrigerator 


ediul ized, mediut 

now be 

is the Jordon Model S 
the Jord-O-Matic Higt 


(ol 


retriverator 


Hu 


which 1s ceilin 


| tood 


ot the 


with 


out ¢ storage 
owe F 
iilable either seven 


or witl 


meat hook: 


sealed cor ipres 


with idjustable temperature control, 


1] 


pecial installation or wiring is mece 


iry as the unit Operates by plugy ny 


ny tandard electrical outlet. It 1 
| ' , } ; | 1 
modern desien uit | heavy 1uye tee with aluminum in 


terior Jordan Refrigerator Co., Inc., 
Dept. MH, 58th and Grays Ave., Phil 
to prevent: center Fe adelphia 43, Pa. (Key No. 721) 


vood Bed I he pring ct 
VA ol peri yanently atta hed 
ire on fortable restiu 
vot Pal I ! the 


Model WD-15 Vacuum Cleaner 


P | 
cnn I 


two-staye turbine, powered by 


lipping 


i vice riety 


mad enamel finishes, or they , 
h.p universal type motor both Mos 
olor matched to harmonize with any ¥# : 
rubber mounted, pick 


and dust 


ind 


dirt 


ture proot 


j 


decorative lal order , 


quick \ and 
Model WI)-15 
acuum cleaner The unit 1s 


with 


irranygement on pe 
Foster Bros. Mfg. Co., Dept. MH, 811 
Broad St., Utica, N. Y. (Key No. 718) 


up water 


thoroughly in the new 
wet-dry 


four tree 


running, 


~ 
/ 


| lh] 
CASLLY portable 


Waste Disposer 


beech 


\onew 


COrpor ited mito the 


grinding principle ha 
Herlex Food Wa 
Disposer re ulting in exceptional hinene 


of grind tor ready flushing of waste 


thus « linvvamatinys hood 


Lhe Llet 


heavy duty 


down the drain 


waste m seconds is mo occur 


lex as engineered tor rigorous 


operation but is compact in size an 


easily installed. It is constructed otf nor 


corrosive aluminum alloy, powered by a 


heavy-duty 5 hy motor and has. the 
milet idapted lor cCOnVeyor funnel or ball-bearing swivel rubber casters IT he 


other arrangement required. Herlex Mfg. water litt is 61 inches. The & gallon 
Co., Dept. MH, 1442 W. Van Buren St.. tank ot 
(Key No. 719) for 

ire porcelain to pre 


on When the 


newly cle 


heavy gauge steel is reentorced 


Chicago 7. strength and interior and exterior 


vent rust and corro 


tank 1s 
| 


filled to « WPaciey 
shut 


non 


! 
eloped positive action 


Floor Tile , 
\ protective 
Viny 


floor covering wh the 


1 surrounds the base ot 
machine. Clarke Sanding Machine 
Co., Dept. MH, Muskegon, Mich. (Key 
No. 722) 


Robbin Luitetinne 


lerra Tile is a new 
can be installed without the 
hesive [he 
honevcombed 


ind 


entional tle 


back of the 

making the 
twice the thickness ot 
Phe 
the honeycomb construction « 


hold } | ney iii 


prevents morsture see 


resilient 
«kets tormed . 

pocke — Aluminum Fry Pans 

cert a 

iluminum 


nerelal COOK 


thon cup eflect that helps 

1] 11 th 
ACICICE to) Liv 
cook ware The 


10 inches, 


mi pl te, been 

tween the joints and tray ' line © mM 

msulates aygamst temperature \ " , mem »> sizes, S and 

\ : feature malleabl | handl 
spechal cutting and Squaring: proc ! a vt anaes 

the 0) . I rt orners Make 

have 


atter istallation greater ess un and corner tor 


ihieves accuracy and unitormity in 


} 


tile Dimensional ind they 


stability prevents eX them 


pansion or contraction 
ind extra bottom thick 
ns ness lor even distribution ol heat Har 


Stahl Co., Dept. MH, 1375 E. 
Ave., Detroit 7, Mich. (Key 


ihe tle can be removed and installed Xtra 


im new locations or m different desig 


It is available in 16 terrazzo patterns. low ( 


Robbins Floor Products, Inc., Dept. MH, 
Ala. (Key No. 720) 


Jeflerson 
No. 723) 
(Continued on page 238) 
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Food Checking Machine 
and Register 


rd time ire saved if 


desk of the ifeteria with 


National ¢ 


tood. 


lass 21) machine 


Both 


protect« d since the 


patron ind hist 


tution are machine 


‘ F ' 
nake isible the price charged tor 
item, tax and total, as recorded o1 


chine. All 


added and the 


eacn 
amounts are mechani 
total on each ticket 


1 into the locked-in total wit 


Machine 

I he machine 
nooth operation, easily depressed keys, 
large legible 


and the 


features quiet ind 


itomath total bar ind 
both the 


The 


or without a 


indication 
IcCKCl machine Ss AVA! 
cash drawer 
equipped with wutomatic countel 

show the number of custome: 
ol times tax was charged 
No Sale key was 
used and how often the total was cleared 


National Cash Reg- 
MH, Dayton, Ohio. 


number Of times the 
out ot the machine 
ister Co., Dept. 
(Key No. 724) 


Mobile Clinic 


\ completely-equipped bus has been 
built by the Flxible Company to hous 
rufa 
The 


compiet« 


i mobile clinic tor patients in the 
t Watertown, South Dakota 


was been built to include 


totlet facilities, shower bath and therm 


statically-regulated hot and = cold rut 


ning water There are numerous ele 


] 


trical atta hinent 


outlets lor the 
clocks, 1 


radios, television 
electri blankets, stove, 


Sterilizers 
refrigerator 
ut conditioning system, and other ele 


Electric current ts pre 

ided by a portable 5000 KV A 
The Re II] was ceve 

Dr. H. J. Bartron ot the Bartron Ho: 


pital and Chinn 


trical equipment 
generator 
ier LOped lor 
mounted on 
Land Cruiser chas 


FB-320 « Tight ne 


and ts 
standard | 
ind powered | i Buick 


In addition to rooms and tact 
lor patients, the bus has 
wrenches 


ind special ir 


to operat n the 


SsVsten I he 
Is completely separate 


The Flxible Company, Dept. 
Key No. 725) 


Iron 
the oacl 


MH, Loudonville, Ohio. 
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the new 250 KV 


constant potential 
x-ray therapy unit 





Optimum Output... Treatment Flexibility 


Continuing pioneering advancements unequalled in the history of X-Ray, 
Keleket provides the 250 KV Constant Potential X-Ray Therapy Unit. Ultra- 
modern and complete in every respect, this apparatus is designed 
specifically for deep and intermediate therapy. It permits continuous operation 
at the maximum of 250 kilovolts constant potential at 15 milliamperes 


250 KV—I5 MA 
Readings in Free Air at 50 CM Target 
WRITE FOR FREE LITERATURE Distance, 10 cm Field 
ADDED FILTER Roentgen Half Valve 
mm Units per min. Layer 
0 200 0.55 CU 
0.5CU&1AL 105 1.55 CU 
1 CU&IAL 80 2.0 CU 
2 CU&SIAL 55 2.8 CU 
INHERENT FILTRATION 
X-Ray Tube 2mm AL 
TOTAL INHERENT FILTER 
(oil, tube, etc.) 0.25 mm CU 


KELEKET X-RAY CORPORATION 


KELLEY KOETT THE OLDEST NAME IN X.RAY 
207-4 W. 4th St., Covington, Ky 


NTERNATIONAL CORP 


EXPORT SALES. KELLEY KOETT 
y 


215 EAST 37TH STREET, NEW YORK 16, N 





er me 
What's New... 


Portable Food Cart “Cubelet’” Ice Maker “Space Saver” Dishwasher 


nyic tank door 
flered tor kitchens 


The HD and HD¢ 


Ine 1V¢ Last 


( te ner ( 


Universal Dishwashing Ma 
chinery Co., Dept. MH, 50 Windsor 


Place. Nutley 10, N.J. (Key No. 731) 


Linen and Uniform Hamper 


; Division, General 
Motors Corp., Dept. MH, Dayton 1, 
Ohio. (Key No. 729) 


Frigidaire 


X-Ray and Microfilm Projector 


t¢ 


i 


National Cornice Works, 
Food Service Div Dept. MH, 1323 


y 
Angeles 1, Calif 


Channing St.. Los 


(Key No. 726) 


Shallow Surface Luminaire 


proyecto 
ther ’ 
| xcellent 
vith the 300 


vit P projection 
( ) ‘ The unit n | 
PHpcvuehy tes 


{ 
res 
i 


ittract cl 


( I ara 
ly ma } l har ‘ ' 
Pranshucent su 


climate 


inp ana 
ty 


ibsorber 
ontrast ina the 


cle 





res hielding 


Patera 


In tallation 


ire mnplitied by the 
lesiyn ot the 


design uminare. Westinghouse 
Electric Corp., Dept. MH, P. O. Box 


099, Pittsburgh 30, Pa. (Key No. 727) 


Cellulose Napkins 


“ irried either lorward 
t ' ' 
endency ‘ 


| i reat ira 
hred. Erving Paper Mills, Dept. MH, 
Erving, Mass. (Key No. 


or DACK 


Charles Beseler Co., Dept. MH, place tor quick and easy pickuy Kleen 
60 Badger Ave., Newark 8, N. J. (Key Hamper, Inc., Dept. MH, Greenville. 
728) No. 730) Ill. (Key No. 732) 

Continued on page 240 
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GOLD SEAL ASPHALT TILE— 23 handsome colors in '«”, true GOLD SEAL RUBBER TILE 20) high-fashion colors in '4” rub 


t 9” x 9” tile Here is a quality, low cost, durable material ber tile. Great natural resilience for comfort underfoot. Tre- 


cul 
for use over concrete floors, on and below grade. Ideal for mendous durability. Skid-resistant, quiet, clean, easy to main 
commercial and institutional installations where low initial tain. Perfect for hotels, hospitals, churches, restaurants, and 


cost Is a primary factor. mart shops 


To. 
CAVE Foot 


MONEY 


H ° ° GOLD SEAL NAIRN LINOLEUM Genuine '4” burlap back 
Real economy lies mn careful choice inlaid linoleum in both yard goods and 9” x 9” tile, 34 


of material that best suits all patterns in Veltone, Plain, and Jaspe afford a wide variety of 


decorative floor treatments. Recommended for stores, offices, 
your particular requirements banks, public buildings and wherever true resilience, long 
wear, and easy maintenance are desired 
Want to solve your floor covering problem simply? superlative quality. Three types of Gold Seal Floors are 
Sensibly? Economically? Get the expert advice of shown here. 
> Ogi ation whose successiul experience covers ; . 

the or} werewe hose successful expe No matter how tough your problem . . . how tight your 

the entire field of resilient flooring . . . Congoleum- , 

ahsie= Fy field of resilie —— ae budget . . . the best step you can take is to consult 

Nairn Inc. ' ' , 
Congoleum-Nairn. Write Customer Service Department 

Each one of the many types of Gold Seal Floors for straight answers leading to the one right solution. 

has been scientifically developed over the years to , Colorful, informative booklet available free. 


\ SA 


meet specific, different needs .. . manufactured to (,A)“ %& 


meet them squarely and economically. The famous S it ‘Z) GOLD SEAL FLOORS AND WALLS 
i> 


Gold Seal money-back guarantee of satisfaction 
—— 
covers the entire line . . . serves as proof of their = CONGOLEUM-NAIRN INC., Kearny, N. J. © 1953 
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What's New... 


Tomac Wheel Stretcher Medicone Series on Public Health Improved Electron Microscope 


Nursin , 
g \n improved table microscope, [ype 


Ly inch 3 EMT-3, has been introduced which per 
Kodachrome photographs on public mits more simplihed operation. An ex 


ny is now available. Made ternal alignment for the pole piece and 


upervision of the Visiting i new type of vacuum gauge allow pre 
\ssociation of Brooklyn, the series ise alignment of the specimen in the 

the various activities of the Publi instrument and provide a positive in 
including administrative dication when the equipment ts ready tor 

physi 7 operation, An improved version ot the 

are centers and other Universal model electron microscope 

ching syllabus 1s available L ype EKMU-2D 1 ilso avatlable It 1s 

vith the slides. Clay-Adams Co., Inc., ipable ot selected a diffraction as 
Dept. MH, 141 E. 25th St.. New York vell as producing the usual transmission 
10. (Key No. 736) ty diffraction patterns Also evailable 
in } MV shadow caster used to pre 

are shadowcast microscope specimens to 


Rotary Snow Plow enhance contrast and bring out third 
: dimensional ettect 
Sno-N i A ; 
63 laster 1 _ iets \lso  imtroduced recently a new 
type 


ultiple-exposure iim holder which 


Lake it possible o record 20) micro 


ma 

raphs on 35 mm, film in electron 

ucroscope without breaking the icu 

un The new attachment for the Type 

EMT table model is destyned tor mak 

ny wider area micrograph RCA Vic 

, ivl Fate an os tor Div., Radio Corporation of America, 

ittachment nelude Trenae Dept. MH, Camden, N. J. (Key No. 739) 
iit houlder lor ICS, rte rail 


avenou tandard mad lirloam pad 


or litter and shoulder brace American Reviewer 500 Projector 

Hospital Supply Corp., Dept. MH, 

Evanston, Ill (Key No, 733) An addition to the line ot American 
Optical Company still projectors has 


been announced in the Reviewer rt) 


China Patterns The new blower-cooled, 500 watt pro 
jector is designed tor use with by 


lwo new matterns h nN mitre ) } 1 
~* . it: , * inch slides but can be converted 


ed in Walker China \n attracts se with 2 by 
| 


olid green rim decorates N 
_arumes , eC aN the meloteals : mact, portable unit yiving high quality 


tor 


, 


inch slides It is a com 


hape to produce the Greendale pattern 
| | J ( } projection with precision Optics The 


1} i eat pattern in mod 


rately priced ¢ ‘ 1 he sccond new 


ilent motor-driven blower cools — the 


wip house as well as the 


) ' , , slide and the 

tern, Poplat by wailable in rich shade : a condensing elements Slides are not 

inv standard color It is an attractive uy iiticaaies - . oe ic sealiieee ais lons ios ‘ites 

if design in a hand-enyraved patter oe : aimee ne CE il 

Walker China Co., Dept. MH, Bedford, ’ tana t ? Re eg A anager mae 
Ohio. (Key No. 734) zs 1 at > , " — ! ! I od ihe he Cnt we 


proyecto Screen image 


IS ASSUFCE 
element condensing 


The proyector is attract! 


finished in two tone baked enamel 


Stand-By Electric Plant 


lnyineeres py ily tor em ‘ : art . newly designed metal slick hanger 
ervice with mit oe £ 
Bready Tractor and ‘© patented \uto-locus) which 


tric v ting plant | matically centers th 
-? genera Ye ve Implement Co., Dept. MH, 212 Aurora tically centers the 

; { wide ran if sai ) ccessor\ 
uiting | : * : Road, Solon, Ohio. (Key No. 737) ! , ~ 


It is available with electri 


tand-by ervict the new I I | = The 


tarting or can be supplied with control 


vhich automatically start the plant whet Plastic Brite Kit 


egular power tat Phe tour cylinder 


ur cooled yvasoline engine 1s a_teature Stains are quickly 


} rom plast dishe 


the new model Vilaintenance needs 
reduced t i mimimum and the Brite Kit) materia 
niern a it it th piant if ior one minute 


, ' 
prepared by disso 


be turt for sing! » . I powdered materials 
three phrase Cr it either standard or wate! Chemical 
pectal voltages, and provid mil kin and to plastics 
tion of low initia ind operating ost stubborn stains. The kit is imexpensive changer witt Gapter ! itt-off 
Universal Motor Co., Dept. MH, 494 Kelite Products, Inc., Dept. MH, 1250 leatherette covered carrying case 
Universal Drive, Oshkosh, Wis. (Key N. Main St., Los Angeles 12, Calif. iwailable. American Optical Co., Dept. 
No. 735) (Key No. 738) MH, Southbridge, Mass. (Key No. 740) 


‘Continued on page 242 
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ty" “< ns taiag ae 


( Watchword for 
Watch-watchers 


« 4 


& 


For today’s BUSY physician— 
s “Foille First in First Aid” 
in the treatment of burns, minor 


wounds, abrasions in office, 






clinic or hospital 





ANTISEPTIC e ANALGESIC 










EMULSION e OINTMENT 


‘You're invited to request samples and 


clinical data. 


CARBISULPHOIL COMPANY 


2929 Swiss Avenue ° Dallas, Texas 









AT LAST! 


Devter Ditrou 


The diaper that does away with half 


the work in your laundry and nursery. 


BECAUSE 


Dexter Diapers eliminate all folding in 





your laundry and nursery. 


SPECIAL LOW PRICE TO HOSPITALS 
Write direct to manufacturer or ask 
your favorite diaper service. 





















DEXTER DIAPERS 


Ask Your Favorite Diaper Service, 


Baby Shop 













Most populor dia- 


Deportment Store or 


per used today in 





SEND 25¢« TO 





hospitols over the 
FRED DEXTER MFR 


from 
: +e Dept M H. Houstor Texa 


be 


Alt 3 FOR ONLY 25< 


nation 
local diaper serv- 
ices or in their 


own laundry. 


We lose Money 
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sy 
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The Director 


AKESIDE MF6.co. 


seaancusiti HO 



















G 
Famous LAKESIDE 
Stainless Steel CARTS 







Hospitals, restaurants, churches, schools, from 
coast to coast have put their work on wheels 
with these sturdy LAKESIDE Utility Carts 
Order yours now st only 10c a day to pay 









a year! 


Model 322 (right) 


Miluaukee See your 
uritte for folder on 
smplete line and dealer's 


tor themselves in 


Model 311 (left) $28.50 
Prices FOB 


hbher ’ 





$35.00 















name 







1979 S. Allis St 


YWOOD 


(Gpnertiod, 


WITH BOLT ON 
ADJUSTABLE 
LEGRESTS 


Hospital Model 


Milwaukee 7, Wis. 



























| , 
| y/ y 


SEE IT AT THE laa 
EVEREST & oon ae 

exhibit, Tri-State ~<e 
tal Convention, in 



















cage 












Bolt-on leg easily in 


Holly wood 


Special rests are 








stalled on the Convertible 













Wheel Chait Leg-rest panels are self 
adjusting to idded comlort Adjustable 
in elevation and in distance from seat to 






rests can be used on any 


Wheel Chai 


footboard. Le 
Hollywood 


Convertible 









Ley-rest panels fold to side when chair 
is folded The Hollywood Convertible 
Wheel Chair may also be converted to 





Producer, Director, and Celebrity Models 
Hollywood Convertible is the biggest 
Wheel Chair value of them all 








Write for information and complete catalog. 
DISTRIBUTED BY 


EVEREST & JENNINGS 


761 N. Highland Ave., Los Angeles 38, Calif. 














241 








What's New... 


Stainless Steel Tables 


de Stainie Stes 


sbole 1 fw 


} 


Lakeside Mfg. Co., Dey 
S. Allis St.. Milwaukee 


No 741) 


Wis. 


Js 


Floor Tester 


Hoot 
thetizing 
he 


Natponal | Ire Prot 
; Suite 


cnt i 


tion .\ 
Pract ( 


1} Room it 


er. James G. Bid 


crating room init 


the \ 


Recommendes 
Operatt col 


i 


the tur 


PPV ADDULT ae 


Dept. MH, 1316 Arch St, Phil: 


(Key No. 742) 


“Jet Flow” Sink 


rountam 
tl 


( Hee 


ned lor 


Siok 
dish 


principle teed 


1 1s 
Jet Flow reduce 1¢ por 
lass and breakag 
blow water 
basins by i short, 


stainle 


three 
faucet One 


drawn 
factittating cleat 


The 


ish 


thu 


sanitation lrot 


ind rear sp ire 


unit formed trom a sing 


Wy stale tee 
1 he 


hye ori 


itures the 
\\ hich | ul 


SINK also te 


} dramer 


ind eliminates | 


raining 
Ontamn ator tT 
Liquid Carbonic Corp., 
S. Kedzie Ave. ¢ hicago 


743) 


Dept. 


>? 
Do 
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t. MH, 


t« my 


pric 


Infant Size Welsh Electrode 


Fenestra-Nepco Electrifloor 
both is 
Wel 
circul 


iv 1 to be used i 


il 


prali¢ ubhoor 


Detroit 


Nat 


new 


the 


has a 


imb electrode 
Intant Siz 

ith the 

Che 

y | 


1A “ 


Stec 
/¢ 
entimeters 
nick¢ 

st electrode 


flat limb el 
adhe re 


k n whe n 


onyunction 
The 


or 


electrode firm 
tortab] the i 
to the 


Eo 


1] ipplied 


bulb release he 
ine 
peeded. Bowen 
4706 Bethesda 


( Key No. 747 ) 


istant 1 elin 


| 1 
the wor ol the operator 


& Co., Inc., Dept. MH, 
Ave.. Bethesda 14, Md. 


Automatic Sink Dishwasher 


the 
ro 


\utomatic Sinks } 
State 1OwV I mechan i 
Oo rn 


MH, st ng uj 
Mich. dishwas! no | 


dishwasher 


a hee 


( Ho} 1¢ | | 
it Steel Products Co., I 
E. Grand Blvd., Detroit 


No. 744) 


dept. 


Detro 
250 rf, 


(Key 


4 


ithout 
| 


Ke 


rn the a 


Dishe 
Into t Was mpartment 


tervgent strongly 
1e¢ the UT V 


Rubber-Cushion Furniture Glides 


with 


‘ 
1 recircula pu 
h 
, 
dishes and utensils. Then the 
dipped into the ISO degree rinse 


Fearless Dishwasher Co., Inc., Dept 
MH, 175 Colvin St., Rochester 2, N. Y. 


(Key No. 748) 


1979 
(Key 


Waste Bag Holder 


Wy 


nd flat vv} 
“ ith 


The base road a 
| ) the 


ad rea contact 
shion 


ul det 


in urlace ubber-cu 
dle ( O., Lite hed to the 


idelphia 


urhiture les \ nth ol} 1s . 
hioning nd mal ’ 14 
st ! { Wm Sheet tull disposa 


mo { sier and quieter Lhe 
e witl ittach ny de\ 


thus cu 

! 1) mW 
Opecninhy 
from tear 


™— Th 


furniture 


— holder fits 


tre 
| Des tf wood | | 
ill types of wood and metal stalled without 


Mhe Bassick Co., Dept. MH, Bridgeport 
(Key No. 745) 


the ?, Conn. 
mility of 

Jet 
> hes Automatic Aerator 


Olt- flow 


the 


\c rator 


The new Cory Automat 
practica 


I 
Niixer is ce 1 provide 


sivned 
} cpr 
i¢ 


tha Thi} 


tantaneously re-hydrating 


h 


r dee 


CATNIS OF 
method tor properly and in 


binhy’ ina 
food concen 


wt facing 
trates su is frozen yulices, soups and the 


ce. The 


chal 


one mite 
nto 


concentrate 
yber ma 
l iuton 

umount 

! thoroug 
ys Ly remove whet ! 
t. changed the bed. Kad-Ette Products 
Co., Dept. MH, 1360 W. Touhy Ave.., 


(Key No. 749) 


1X second to 


Cory Corporation, Dey 
La Salle St., Chicago 1, 


ite 
meed ¢ 


3100 
No. 


MH, 
(Key 


MH, 221 N. 
(Key No. 746) %. 
Continued on page 244 
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“WALL-SAVER” Chairs 


@®PREVENT DAMAGE TO WALLS 
®REDUCE CHAIR MAINTENANCE 


The back legs of a *‘Wall-Saver’’ chair are flared out 
so that the chair cannot be tipped backwards. No 
rubber leg bumpers are needed— the bottoms of the 
legs abut the baseboard while there is still ample 
clearance between the back of the chair and the wall. 
This unusual design eliminates the strain to which 
an ordinary chair is subjected when the sitter ‘‘rocks"’ 
in it. It also prevents damage to both chair and wall 
caused by “‘resting’’ the back of 
the chair against the wall. As a 
result, *‘Wall-Saver’’ chairs can 
pay for themselves through savings. 

Right No 1OR2 

“Wall-Saver hasy 

Chair 


Left: No. 108914 "Wall- 
? Saver Straight 
t H Chair Also available — { 


with saddle wood F 
seat, or with uphol- 
stered seat and back 


for i =a 
Bulletin 


1O05-A 





ko & 
“WALL-SAVER" Advantages 
1. CANNOT BE TIPPED 
BACKWARDS 
2. CHAIR CAN'T DAM 
AGE SIDE OR BACK 
WALL 







Sahiba tanta 


BUTLER ST. PITTSBURGH 1 PA 
































ov 
i 


g Mt 


" 


I ntroducing ae 


CLASSIC 


“" NEW HEAVYWEIGHT 
CELLULOSE DINNER NAPKIN 

New from paper to design! A deluxe quality facial 
sue type of soft dinner napkin combining simplicity 

It's the napkin that stays—won't 


! 





ana f chne SS 


ie off \\ r | 
y i 


of pattern 


iT 


MILWAUKEE LACE PAPER CO. 
1306 EAST MEINECKE AVENUE 
MILWAUKEE 12, WISCONSIN 



















foe ene 





How Tested to give best 

i d 
_ Kenwood BD is: 
HOSPITAL 
Blankets 

* ty lasts through 
direct from countless washings. 


Variety of 


e 
the Mill - Z> styles for every 
Hospital use. 
Direct from Mill 
5) policy gives you 
more value 


per dollar. 







Heavily pre-shrunk 
to maintain size. 






Original beauty 
















KENWOOD 
MILLS 





See your Kenwood 
representative or write KENWOOD: 
direct to the Mill for 


swatches, prices and 








CONTRACT DEPT 


RENSSELAER, 
NEW YORK 





full information. 












For Years 


Hospitals Have Used 


() DISPOSABLE 





UICAPS 


NURSING BOTTLE 
CLOSURES 






























Write for complimentary package 
of professional samples. The 
Quicap Co, Inc, 110 N. Markley 
Street, Dept. H, Greenville, S C 
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What's New... 


Pharmaceuticals d tor prophylactic t rent er Mycitracin Ointment 


itive procedures n “ econdal 
Mycitracin is a non-irritating and 
; 


Distrycin niection ire likely to o« | Both prod 


. bland ointment containing the 
ts are upt ied in 60 pacKaye ‘ 


Eli Lilly & Co., Dept. MH, Indianap ie led 
y y —_ mtibacterial rents ire suspended 
olis 6, Ind. (Key No. 751) t 


: 
finely divided particles in a_ base 


biotics neomycin and bacitracin 


' ' signed to preserve their stability 
hyd ) | ull ’ s } 
permit f t point of ap 
Vascutol 
ombpbinatiol 1 
s effective ayalnst 


ind gram-negative 


preciably 

ondit on i] whl t | movein bination . P 

, , ‘ relatively non-irritating 

lihydrostrept myc prescl | he manayement ot ; 

upplied n | Gam ( mn) ial liver disease associated 

E. R. Squibb & Sons, Dept. MH, 745 olism. The new liquid contain holine lied hal TH 
, " | pple } } I < ! Ss. 3 

Fifth Ave., New York 22. (Key No. NOsito ind pyridoxine in a_ pleasant md, 4 an en ae a y ” 

Upjohn Company, Dept. MH, Kala- 


mazoo, Mich. (Key No. 754) 


ind non-toxic to ¢ pithe lial cells and does 


not interfere with wound healing It is 


750) herry-Havored syrup ot high lipotropi 
oncentration. [t is supplied in 16 flus 
ounce bottles. Schenley Laboratories, Inc., 
Dept. MH, Lawrenceburg, Ind. (Key ; 

No. 752) Tyotocin 


Suspension Neolin 


Pyotocin is a new antibacterial and 


. ’ . intimycotic treatment tor ear mtecthons 
eratines White's Guaiatussin 

po owu lyrothricin and hexylresorcinol, two 
suspen W hit (suaiatussin i rational igents in Tyotocin, possess antifungal 
preparation a momatiol ormulated, palatable cough syruy It and antibacterial properties. Relief trom 


ulfonamu tab uco ontains glyceryl guaiacolate, which ha pain and itching 1s proy ided by anti 


+ 
pension ol thi he man been shown to be an ethcient and potent pyrine and benzocaine. Anhydrous propy 


t i { | } Ito] | | | j } | rhy 
Ons fOr VCO! | \ nN ’ expectorant nnd phenyitoloxamimne, al PIVcO ind ANNVarous yeermm pro 


usceptible to ! I it ellective intihs Lamp ke and 1Oca es 1 hyyroscopi ActIVILY lL yotocu kar 
Neolin are to infection thetic agent, in a highly palatable \ Drops are supphed in fluid ounce 
ensitive to the combination of | It is supphed in 16 ounce and g ) bottles with dropper Sharp & Dohme, 
lin and sulfonamides than te r bottle White Laboratories, Inc., Dept. Inc., Dept. MH, 640 N. Broad St., Phil 
lrug alone. Father preparatior \ MH, Kenilworth, N. J. (Key No. 753) adelphia 1, Pa. (Key No. 755) 


(Continued on page 246) 


«ONLY Sanetles 


Give You LARGE Capacities 


(up to 10 Gallons) 
and the Exclusive 


Double - Duty Single Handle 


From the compact 3 gallon size (shown at right) to the 
extra-large 10 gallon size (at left), there is a Sanette 
for every waste disposal need in Institutions, Hospitals, 
Schools, Hotels, Theaters, Beauty Parlors and First Aid 
Rooms. 








All have leakproof, hand-dipped galvanized 
inner pails and mar-resisting, lustrous baked 


enamel finishes ! 


GREATEST SANITARY 
IMPROVEMENT 


in waste receptacles is the single 
outside Sanette handle which 


carries the can about but also 





when cover is raised, is used to 
remove inner pail. Result hands 
ever coma in contact with infectious 


contents! 


For details of sizes, finishes and prices, see your dealer 


MODEL H-40 ...or send for folder S$-397 


MASTER METAL PRODUCTS, INC. 
311 CHICAGO STREET BUFFALO 4, NEW YORK 
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HOTELS 
RESTAURANTS 

TEA ROOMS 
SODA FOUNTAINS 


HALLS 
SANITARIUMS 
TAVERNS 
BOWLING ALLEYS 


BILLIARD HALLS 
BALL ROOMS 


RAILWAY 
SYSTEMS 





DRUG STORES MOTELS 


INDUSTRIAL 
CAFETERIAS 


AIR LINES 
STEAMSHIP LINES 
OFFICE BUILDINGS 
HOSPITALS PUBLIC 
INSTITUTIONS INSTITUTIONS 
SCHOOLS 


COMMISSARIES 





COLLEGES 


pas 50,000 to I 
et DON Has Your Needs 


RESORTS 


50,000 items sold by DON. 
YMCA's Everything necessary to 
equip and maintain any of 
these institutions. What are 
your needs NOW? 





YWCA's 


BAKERIES 


{sk your DON salesman, 


CATERERS 
or write Dept. 14 











CHURCHES 


EDwARD DON a company 


Miami 32 oli fey \clo maT.) Minneapolis 1 


GENNETT 








é - y 

SE eel 
INSIDE 
AND OUT 


Model XV 

6 150 Ib. capacity 
GENNETT’s new Ice Cart 
Model 50 will be intro 
duced by THE BURROWS 
COMPANY, Booth 100 
101 at the TRI-STATE AS 
SEMBLY, Palmer House, 
Chicago, May 4, 5, and 6 





Write for 
FREE CATALOG 


AND SONS, INC. 
Richmond, Ind 














Sleeping Luxury —At Lowest 
Cost Per Year of Service! 


FOR NAME OF DEALER IN YOUR TERRITORY, WRITE 
ST. MARYS BLANKETS © St. MARYS, OHIO 


“They last and last...and last” 








FIND OUT TODAY HOw 


You Can Cut Your Maintenance Costs 
with the 


Wringers 


“Floor King” 
Model Shown 


Hizh-Grade Moppinge Uquipment 


DEPARTMENT MH GEERPRES WRINGER, INC 
P.O. BOX 658, MUSKEGON, MICHIGAN 


Please send me complete information on 
All Geerpres floor-cleaning equipment 
Geerpres “‘Floor-King”’ (24 to 36 oz. mops) with 
| single or [_) twin tank 
Geerpres ‘‘Floor-Prince’’ (16 to 24 oz. mops) with 
single or [) twin tank 
Geerpres ‘Floor-Knight"’ ‘8 to 16 oz. mops) 





What's New... 


Product Literature 


tt 
Cu te 


rer? 


cilities and Equipment” is the ttle ot 


et designed 


Turkey Handbook iow © “Planning the X-Ray Processing Fa- 


re sec eaitio 


Armours “Quantity Recipe of the 


Month.” J} im 


Kewanee-Iron Fireman Catalog 


thre «¢ erat ‘ thre 


Burner Unit 


thy 


or 


ASK YOUR 


4 
DEALER 


FOR THESE 


HOSPITAL 
NEEDS 


(Key No. 760) 


rat 


raat f ! if ottered i 
1953 Kentile Catalog recently 
1b Ke tl | ® Second 

‘ ) KIVn rit ted ! ull 
Recipe Magi lor. the catalog pictures numerous Ken 


Ci bi tile { tor nad silustrate Kentrle 


Boiler 


t Pia n tlab ttormation on. the 


bles tramed re el omtort and satety undertoot 


eTweet na mamtenance of 


(Key No. 761) 


e Eclipse Type-D “Steamboilerplants~ 
re ollu ad nd described in a new 
wttalog recently released by Eclipse Fuel 

hnygineering Ce tocktord, [lL Deserip 
WAXI tive miormiatiol ind photogr iphs ire 
vit i ity suplemented ry line drawings showing 


orm. (Key No. 759) the irk 1 nt (Key No. 762) 


Continued on page 248 


BED RESTRAINTS 


Strong 2-ply belting bed restraint, stocked in the standard 
48" length, but readily available to your specifications 
on special order. Straps are firmly riveted; no stitching to 
unravel. 


we 


OPERATING TABLE RESTRAINTS 

Standard 48” length style may be ordered from stock; but 
variations of every measurement can be had on special 
order. Made of extra heavy 2-ply belting, with riveted 





CONDUCTIVE RUBBER SLIPPERS @ 


an inexpensive, convenient slipper that is 
actually more conductive than high-priced shoes! 
Tested and approved by leading indepen- 
dent laboratory. Slipped on in a jiffy over 
regular shoes, completely adjustable 

In four sizes: 2 for men, 2 for women. 


SE HOSPITAL UNIFORM CO. INC. 


95 COMMERCIAL STREET - BROOKLYN 22, N. Y. + EVergreen 9-6616 
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When power fails and lights go out, panic is just 
around the corner. Accidents occur. Lives are in 
danger. Lawsuits are not far behind. These are 
reasons why builders of hospitals, hotels, schools, 
theaters and public buildings want stand-by emer- 
gency power. 

The dependability of Fairbanks-Morse stand-by 
generating sets has been proved again and again. 
They are available in capacities—from 3 to 40 KW, 
AC or DC. For complete details write Fairbanks, 
Morse & Co., 600 S. Michigan Ave., Chicago 5, III. 


(Mi) FAIRBANKS-MOoRSE 


a name worth remembering when you want the best 





WATER SYSTEMS « GENERATING SETS « MOWERS *« HAMMER MILLS ¢ MAGNETOS 
PUMPS * MOTORS «+ SCALES «+ DIESEL LOCOMOTIVES AND ENGINES 


Balmaseptic 


TRUE DEODORANT 
LIQUID SOAP 


CONTAINS 


HEXACHLOROPHENE 
G-11 


ntiseptic agent 
rgical 


bacte 


surgically cleansing 


BALMASEPTIC’s time-saving and 


properties provide round the clock freshness when used 
for wash-up or shower But that’s only part of the story 


BALMASEPTIC quality soap 


made of premiun 
ngredients 1ost expensive 


ake soaps your soap 
igeft 

Let your Dolge Service Man demon 

strate Balmaseptic’s remarkable val 


or FREE ve Dispensing equipment available 
' 


SANITARY SURVEY 


wegseriitaahsle 











of your premises 
consult your 


DOLGE SERVICE MAN 





WESTPORT, CONNECTICUT 





WOULD YOU 


WHIC PREFER 


WHEN THE 
FIRE BELL RINGS? 


Seconds instead of 
minutes save 
many lives 


+ 
THIS 
OR THIS 


Wher oved one Y t be 
hospitalized, the family rests 
more easily when POTTER 
SLIDE TYPE ESCAPES stand 
Quard, ready to receive and 
slide patients, nurses and in 
terns safely to the putside 
ground and helpful hands 


econds nstead of 


» Stairways have alway 


crushing Jeath traps 


stampedes 


QUICK ESTIMATES, 
PHONE COLLECT 
(RO gers Park 4-0098) 


POTTER MFG. CORP. 


SLIDE FIRE ESCAPES 


6118N. California Ave 
CHICAGO 45, ILL 








Two New PUTNAM Books for the Hospital 


Administration and Staff Members 


PRINCIPLES OF HOSPITAL 
ADMINISTRATION 


by John R. McGibony, M.D. 


form the best of admunistrative 


ctmher in ce SC 


Brings tos 
busy executive and 


planning tT 
his statt 


Serve members of 


THIS HOSPITAL 
BUSINESS OF OURS 


by Raymond P. Sloan 
Foreword by George Bugbee 


member should have immediately 


specifically pointed out the 
ft your board are 


DOOk Very oard 
the trustee s 


supplied 


G. P. Putnam's Sons, 210 Madison Ave, New York 16, N.Y 


H 
HOSPITAIT 


(sentiemen Sen if 
Opie t McGibony PRINCIPLES OF 
ADMINISTRATION, at $6.80 per « py 
pr t Sloar THIS HOSPITAL BUSINESS OF OURS 


t s4 ‘ ¢ 
. } 





What's New... 


© A 48 page Supplement to the Picker 
X-Ray Accessories (¢ atalog 


} 


ible rom Picke \ or 


Book Announcements 


Rooye Pextbook « 
Virology 6% pp. $8. The Williams & 
Wilkins Co., Dept. MH, Mt. Royal & 
Guilford Aves., Baltimore 2, Md. (Key 


No 764) 


THIS COUPON is provided for your 


information. 


Instrument Washer-Ster 


Vacuum Pump 
Bell Cord and Tut ng Holder 
Plasticon Sheeting 
Pictura Furniture Group 
Bed End and Spring 
Food Waste Disposer 
All Purpose Terra-Tile 
Reach-In Refs 


gerat 
Vacuum Cleaner 
Aluminum Fry Pan: 
Food Checking Machine 
Mobile Clinic 


Portable Food Cart 


Surface Luminaire 


Napkin« 


Cellulose 
lce Maker 
Microfilm Project 


Space Saver Dishwashe 


Linen and Uniform Hampe 


Tomac Wheel Stretche 


Two China Patterns 
Stand-By Electric Plant 
Medicone Series 
Rotary Snow Plow 
Plastic Brite Kit 


Improved Electr 


1) 
\ ly 


revised 3 1 
. Physicians’ Record Co., Dept. 
MH, 161 W. Harrison St.. ¢ hicago 5. 


(Key No. 765) 


convenience in requesting additional 
740 Reviewer 500 Pr« jector 


74\ Stainless Steel Utility Table 
Kit 
Sink 


Fenestra-Nepcc 


742 Floor 


Tester 


743 Jet Flow 


744 Electrif 


745 Glide: 


Furniture 


746 Mixer 


Aerator 
747 Welsh Electrode 
748 Dishwasher 
749 
750 
751 
752 
753 
754 
755 
756 
757 8B 
758 


Automatic Sink 
W aste Bag Holde 
Distrycin 

Suspensic n Nee 
Vascutol 

White's Guaiatussir 
Mycitracin Ointment 
Tyot cin 

Quantity Recipe Cards 
ler-Burner Units 
Turkey Handbook 
759 Recipe Magic Book 


760 X-Ray Processing Booklet 
Kentile Catalog 


Catal 
X-Ray Access 


761 
762 Eclipss 
763 

Textbook 


765 


766 


I should also like to have information on the following products 


NAME 
HOSPITAI 
STREET 


cImTy 


MAIL TO Readers’ Service Dept. 


ZONE 
The Modern Hospital Publishing Co. 
919 N. Michigan Ave 


STATE 
Inc 
Chicago II, Ill 


( rent Therapy sf Dt 
W. B. Saunders Co., Dept. MH, 
W. Washington Square, Philadelphia 5, 
Pa. (Key No. 766) 


Suppliers’ News 


Merck & Co., Inc., Rahway, N. J., 114 


cturl heist announces that t 


i merger 
iny and Sharp & Dohme, 
Philadelphia, phar: 


becn 


Incorpo 


ceutical 


rated, 
ulact 


rer nave 


‘ the combined Ol 


Merck & Co., Inc. The distinct 


Multi-Clean Products, Inc., 2277 Ford 
Pkwy., St. Paul 1, Minn., manutactus 


{ Moor nite i Li Juli} ent 
nounce purchase ¢ tt mula 


Industrial Vacuum 


Cleaner Department ot the General Ele« 


wuslitv o thie 


tric Company. .\ new tactory riche 


ctiol il 


Prometheus Electric Corp., 50) Webster 
Ave., New Rochelle, N.Y...) mai 
rer ¢ hospital medica mad dent 

nent, announces th Ippo mtr 
A. Bushman Associates, Inc., 184] 
Broadway, New York 23, 


rer cepresentatt or thy 


Peirson & Co., mu 


Arthur L. wcture 
ot tood products. tre 189 ¢ hrystic hs 
New York 2, to South End Blvd. and 
Montrose, Vineland, N. J. 
Refrigerated Equipment Sales Corp., 
manutacturer and distributor ¢ reirig 
crators and similar equipment, frem 19 
W. 44th St.. New York 18, to 89 W 
Broad St... Mount Vernon, N. Y 

L. Sonneborn Sons, Inc., Building Prod 
ucts Division, to ‘ llarger q 


404 Fourth Ave., New 


York 16 


U. S. Industrial Chemicals, Ine.., 
tur ta ree rcohe re 60 | 

42nd St... New York 17, 120 

York 5. 


sroad 


Way, Ne “ 


The Visi-Shelf File, Inc.. 
‘ t} \ \} 
1 oti t 


‘ ( ( 46 W. Broad 
way, to 105 Chambers St... New York 


Vogel-Peterson Co., Ine., 
Michigan Ave., Chicago 5, 
37th St.. Chicago 9%. 








Hall creamers are pure white inside and can be kept 
that way permanently with a minimum of cleaning and 
sterilizing Made of heavy, fireproof china by an exclu 
sive process, they are crazeproof, absorption proof, and 
stainproof. Reasonable first cost and extreme durability 
make them the most economic al creamers you can buy 


r ¢ 


Chir 


( rv Csi 


THE HALL CHINA COMPANY - EAST LIVERPOOL, OHIO 


The iit d's Largest Manu ¢ lire 


Halli Creamers are made in 
sizes ranging from individual 
to banqoe?t service Sugars 
are also available 


Shap nf 
Hall China 


Cream Bottle 








in a Restaurant Operation today, you must have 


Just as a trip can be ruined for want of a spare 
tire, the best Restaurant operation can’t suc- 
ceed today without the kind of economy that 
takes quality into consideration. 

So-called “economizing” which cuts quality, 
drives away customers and thus makes over- 
head expenses harder to carry, is no economy 
at all. “Qualitized” economy builds volume by 
giving better value and finer eating goodness, 
while reducing preparation costs, spoilage 


MAKES OVER 300 QUALITY FOOD SPECIALTIES FOR RESTAURANT FOOD SERVICE 


losses, and food waste. These are often called 
“hidden losses.” 

Here’s the kind of economy you get by using 
Gumpert Quality Food Specialties — a “qual.- 
itized” economy that’s making money for over 
10,000 Gumpert users. You're missing some- 
thing if you don’t ask your Gumpert Field Man 
to show you how easily you can have it! 


S. GUMPERT CO., INC., JERSEY CITY 2, N. J. 
CHICAGO + SAN FRANCISCO 








